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Che Capitol Life Insurance Company 


CLARENCE J. DALY, PRESIDENT 


Deuver, Colorado 





Capitol Life Insurance Building heated by one No. 13 
Type“K” Kewanee Firebox Boiler with Kewanee Radiation. 


Hot water furnished by No. 25 Tabasco Heater with Extra 
Heavy Kewanee Tank, all installed by Johnson & Davis 
Plumbing and Heating Company, Denver. 


Stron g Heart H. J. Manning, Architect, Denver 
takes adventure from 


heating. The Kewanee 
Boiler is the sound 
heart that warms 
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weer e be 





Fei ruary 13, 1926 DOMESTIC ENGINEERING 3 


scares nt 
gg HES 






da 


ee ee 2 at 
BOO CHO? Ce OKO O oO 
er” oH 


he ae, 





Ss 


xo 
Le 
ra 


“? 


he f aA: 
fey MQ Saute, Ags. 
aU HiK y, 


oe mehr + 





Valentine/ 


We hope that the Valentines you receive 
today will come in the form of nice, new, 
profitable, contracts. 


We know they will if you are a VQGEL 
Plumber! 


Vogel Plumbers are always receiving new 
business—profitable business, too—because 
hundreds of them have told us so. 


There is lots of VQGEL business in your 
territory. Why not check over your books 
and prove to yourself that we are right? 


Where an extra closet is needed you can in- 


stall a VQGEL Frost Proof. 


Your customers who have private garages 
will buy the VQGEL Frost Proof Hydrant. 
The new schools, shops, factories, and com- 
fort stations going up in your neighborhood 
are all VQGEL prospects. 


Keep your eyes open for this kind of busi- 
ness. It’s all about you, and it’s yours for the 


asking. a 





Jos. A. Vogel Co. 


Wilmington, Del. St. Louis, Mo. 
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Sectional View of 


No. 441 Automatic cz § 


Compression Stop Biss << X 


ty 
SEPrVvICE 


Faith in the Plumbing Contractor is jus- 
tified and Confidence held by the amount of 







attention paid to the necessary and vitally 


important parts of a plumbing installation. 





No. 437 
Compression Stop and Waste 
with heavy Cap Nut 


The Stop or Stop & Waste is generally 





in the basement, but it controls important 







service-lines and should be absolutely de- 
pendable or will prove worse than useless. 
It is not wise to take a chance on brass goods 


which cost so little and exercise such im- 





No. 438 
Compression Stop and Waste 
with Stuffing Box 


portant functions. 






Every Wolverine Compression Stop and 
Stop & Waste is inspected—tested under 
pressure and then tagged for your protection 


with our guarantee label. 


They are renowned for their excellence 





Compression Stop with 


heavy Cap Nut of metal and workmanship, full and free 






waterway—perfect seating qualities and en- 


during service. 


Build and hold business with Wolverine 
Goods. 


"We Sell the Retail Plumbing Trade Exclusively.” 






No. 436 
Compression Stop with 
Stuffing Box 






WOLVERINE BRASS WORKS 


Manufacturers 
GRAN D RAPID SS... ICHIGAN 
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The Duro Pump & Mfg. Co. 

I am well satisfied with our Duro Automatic Softener. 
This water softener was surely not misrepresented in any of 
your advertisements, as it does all that is claimed by your 
company. You may rest assured that if present service 
continues in future I will do all that is possible to promote 
sale of your product in this vicinity. 

John A. Bippus, 
Hamilton, Ohio. 


The Duro Pump & Mfg. Co. 

I have been using a Duro Automatic Water Softener 
for sometime, and want to tell you that it is very satisfac- 
tory. We have used cistern water previously but it cannot 
be compared with velvety softened water from the Duro 
Automatic. The fact that it regenerates itself and does 
not require the attention that is necessary in the case of 
a hand operated softener is very important to the user. My 
wife and family are very enthusiastic over this Duro 
Automatic Softener. 

E. E. Keenan, 
Dayton, Ohio. 


The Duro Pump & Mfg. Co. 

We are glad to inform you that our AS-3 Duro Auto- 
matic Water Softener has given perfect satisfaction. The 
writer expects sometime in the near future to install this 
type of softener in his own home in place of the old style 


hand operating type. 
MIAMI CO-OP STORE, 
(Signed) J. F. Frazer 
Oxford, Ohio. 


The Duro Pump & Mfg. Co. 

We think the Duro Automatic Water Softener simply 
wonderful. I would not go back to the old cistern for 
anything. 

It has more than met with our expectations so far and 
we are glad to recommend it to any of our friends. 

Mrs. Geo. A. Dibble, 
Bloomingdale, Mich. 


The Duro Pump & Mfg. Co. 


We have every reason to believe that our Duro Auto- 


matic Water Softener will work out splendidly in every 


respect. It has performed entirely as your representative 

said it would. We believe it will not be long until your 

automatic water softener will be considered a first requisite 
in any modern beauty shop. 

A. L. Nassau 

Beauty Salon, 

106 S. High St., Columbus, Ohio. 


The Duro Pump & Mfg. Co. 

We have installed a Duro automatic water softener in 
this hotel. We are supplying hot soft water to fifty-two 
rooms, and, of course, for use in the kitchen. During the 
past we have been obliged to purchase a new heater at 
a cost of $300.00 each year and in addition, we have been 
using a compound to keep the lime out of the heater. 
‘costing approximately $100.00 per year. Since the install- 
ation of the New Duro Automatic Softener our troubles 
with the liming up of coils have ceased. The automatic 
operation of the softener has proven entirely satisfactory 
so that we are highly pleased with this softener, and gladly 
recommend it to any one who is considering the installation 
of a water softener. 


Eugene L. Liger 
Manager—Hotel Regil 
Xenia, Ohio. 





The Duro Pump & Mfg. Co. 


We have had your Duro System installed and appre- 
ciate it more every day. 

The Duro Automatic Softener is something new and 
when your agent suggested installing a softener instead of us 
building a cistern we were somewhat doubtful but it has 
fully justified the faith he had in it. 

Many of our neighbors and also friends from larger 
towns came to see it operate. They were usually skeptical 
when they came but went away convinced. Many have 
signified their intention of at same time installing one in 
their home. It is more satisfactory than we thought it 
could or would be. 

Clyde Pfau, 
North Lima, Ohio. 









rf l 
for Yourself 


It was only when water systems 
were made to start and stop auto- 
matically that their use became uni- 
versal and a $100,000,000 market 
was opened up. 
















Water Softeners have been on the 
market several years—but it is only 
since the Duro Automatic was de- 
veloped that the enormous market 
for water softeners has been 
uncovered. 














Think for yourself. Investigate. 
Then you will realize why Duro 
dealers are sending in repeat orders 
to such an extent that they have 
already taxed the capacity of our 
factory. 







The Duro Company 


Dayton, Ohio 
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The Duro Pump & Mfg. Co. 

We are glad to say that we have used the Duro Auto- 
matic Water Softener and have found it very satisfactory 
and convenient. 

MERCY HOSPITAL, 
Sr. M. Gonzaga, 
Hamilton, Ohio. 


Water Systems 2nd 
Water Softeners 
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[PISTON ROD } tl COG GEAR “Honor-Bilt.” They bring business and 

SUBMERGED profits to those who distribute them — 

[UPPER CYLINDER} they bring satisfaction and praise from 
s cartameats ceca CYLINDER those who use them. 
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HAY TOOLS & DOOR HANGERS 
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New developments in Myers Well, 
House and Cistern Pumps have cre- 
ated new sales values for those who 
distribute them and new service values 
for those who rely on them for their 
daily water supply. 









There is complete satisfaction when 
operating a Myers Pump in knowing 
that it is dependablé for day in and 
day out use — that it operates easier 
and has a larger capacity than the 
ordinary pump — that it will outlast 
other pumps and will be giving an 
excellent account of itself long after 
the cheap, poorly constructed pump 
has been cast on the scrap heap. 










We point with pride to the illustra- 
tion appearing to the left of the new 
Myers Cog Gear Submerged Cylinder 
Double Acting Force Pump — a pump 
with many exceptional features, such 
excellence of design and finish, that it 
stands alone in its particular field. 









And what can be said of. this one 
style holds true for all other Myers Well, 
House and Cistern Pumps, Water Sys- 
tems, Power Pumps, Tank Pumps, 
Pumping Jacks, Spray Pumps, Cylin- 
ders and Accessories. They are and 
always have been quality products. 

















Verify these statements by request- 
ing a copy of our new complete Catalog 
No. 58, or ask us to have one of our 
representatives visit you in the near 
future. 


TH FLE,MYERS & BRO.co: 
ASHLAND, OHIO. 
Manufacturers for over Fifty Years of MYERS HONOR BILT PUMPS for Every Purpose. 


WATER SYSTEMS-HAY and GRAIN UNLOADING TOOLS ~ BARN. FACTORY and 
— GARAGE DOOR HANGERS- STORE LADDERS. Etc. 
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Tapped for 114-inch or 2-inch W. I. Pipe 


LOOK! 


Here’s A Cracker-Jack! 





BRASS Y—FERRULE 


for 


4-inch Extra Heavy Pipe 


Single or Double Outlet 





JOBBERS: Why not specialize on “Gold Nugget” 





Straight Brass 
errules 
(Standard) 


Brass Ferrules? 





Reducing One-Eighth One-Quarter New York 

Ferrules (¥%) Bend (%4) Bend Regulation 
(Standard) (Standard or (Standard or 
Extra Heavy) xtra Heavy) 


FOUNDRY & MANUFACTURING CO. 


RICHMOND, VIRGINIA 


*‘A dependable source of supply’’ 
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. « «Makes Your Reputation 


Your pipe work may be as accur- 
ate as you please. Your joints 
as smooth and neat as a starched 
collar; but the buyer of that bath- 
room will judge it mostly by what 
he sees. 


A light, flimsy, odd-color seat on 
the toilet, spoiling the whole effect, 
will make, the whole job look 
cheap. 


STASCO seats are white and 
smooth as a sheet of writing paper. 
Acids, stains—nothing mars their 
glossy pyralin finish. In size and 
shape they are most desirable. 
Heavy bar-type hinges (either 
nickel or all-white) or concealed 
hinges with no metal exposed. 


STANDARD TANK & SEAT CO. 


CAMDEN - ~ - NEW JERSEY 








This trade - 
signifies quality. 
Twenty years of 
knowing how are 
behind each seat 
that bears the 
STASCO name. 


mark 


Ask Your Jobber for Them! 
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No. 25 U. B. 
Automatic 
Storage Set 


Including ‘‘Thermowell”’ 


List Price 


*28 


Cap. List 
No. 20 U.B. 30- 40 $26.00 
No. 25 U.B. 40- 60 22.00 
No. 70 U.B. 60- 80 31.50 
No. 80 U.B. 80-120 46.00 


In ordering, state whether for use 
with natural or artificial gas. 

Consists of Hotstream Heater 
equipped with Barber Burner, 
‘‘Thermowell,”’ Thermostat and 
Draft Regulator. You supply 
the tank (cover if desired) and 
labor. This gives you an ideal 
automatic storage job, with a cir- 
culating heater at a considerable 
saving in cost over any type of 
assembled system. 





DOMESTIC ENGINEERING 11 












The Hotstream Automatic Storage Set-—recognized as the 
best of its kind-—is made even better by the invention of the 
‘“‘*Thermowell.”’ 

The ‘“‘Thermowell” is the ideal Thermostat mounting for use 
with the new standard Hi-Lo tapped tank, which has no 
place where a Thermostat may be easily installed. The 
‘“‘Thermowell’’? overcomes every objection, and, when used 
with Hotstream Thermostat insures absolutely satisfactory 
temperature control. 

Made of brass, handsomely finished, and carefully machined, 
the ‘‘Thermowell”’ adds to both the efficiency and appearance 
of the Hotstream Automatic Storage Set. Very easy to in- 
stall—screw one side into the lower tapping of the tank, the 
other into the lower connection of the heater. Screw the 
Thermostat into the ‘‘Thermowell,’’ and make gas connec 
tions as usual. All fittings are eliminated. 

The water circulates through the ‘‘Thermowell’’ spreading 
around the copper tube of the Thermostat. The heater 
operates at full speed until the whole tank is hot, then the 
gas is cut down to pilot. 























Use of the ‘‘Thermowell’’ also keeps the Thermostat above 
the sediment line, permits placing heater low and close to the 
tank, places the Thermostat in an easily accessible position, 
and makes gas line short. 


No Extra Cost 


We have added the ‘“‘Thermowell’’ to the Hotstream Auto- 

matic Storage Set without increasing the price. It increase; 

your sales, and adds nothing to your costs. 

The Hotstream Automatic Storage Set with the ‘‘Thermowell’’ enables you to 
outsell, and undersell any assembled system on the market, furnish a better job, 
and make a greater percentage of profit. 


Write for more information. 


Thermostat and ‘“‘Thermowell’’ Sold Separately 


We sell the Thermostat, ‘““Thermowell’”’ and Hotstream Automatic Draft Regu 
lator separately. The ‘‘Thermowell” may be used with any Thermostat. 


List Price Separate Units: 
Thermostat $12 ‘‘Thermowell’’ $2 Draft Regulator $2 


THE HOTSTREAM HEATER CO. 


‘“‘Makers of Heaters That Heat’’ 


BRANCH OFFICES: 

Toronto, 269 W. Richmond St. 
Denver, 1715 California St 

San Francisco, Rialto Bidg. 
Cambridge, 491 Main St. 


New York, 210 E. 45th St. 
Detroit, 1045 Wayburn Ave. 
Chicago, 627 Washington Blvd, 
Philadelphia, 892 Drexel Bidg. 


Manufacturers of a Full Line of Gas and Kerosene Heaters—-Standard, High Grade Products Built to 
dive Lasting Satisfaction. 
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“Riverside” Copper Boilers Are Bonded For Service 


Effective February 1, 1926, each “RIVERSIDE” Copper Range Boiler will be shipped with a 20-year 
Guarantee Certificate to the ultimate user. To our knowledge this is the first written guarantee 
certificate ever given a range boiler by any manufacturer. Copper—the metal eternal—fabricated by 
craftsmen into a high quality Massachusetts regulation copper boiler by a reliable old range boiler 
manufacturer, merits this 20-year guarantee. 

The 20-year guarantee reflects the confidence we have in the “RIVERSIDE” when properly installed. 

It is a Bond of Service that makes the “RIVERSIDE” Copper Boiler a gilt-edge investment and 
an insurance of clean hot water. 


Write us or nearest distributor for the details 
Sold through the Plumbing Supply Wholesaler 


Manufacturers Manufacturers 
of *‘Kantleak’”’ of 
Galvanized “PACKO” 
and Automatic 


Copper Storage 
Boilers Systems 
BAILEY-FARRELL MEG. CO. CAMBRIDGE, MASSACHUSETTS, Inc S.A. THE WALWORTH OHIO CO. 
Pittsburg, Pa. New York Office: 210 East 45th Street Cleveland, O. 
Huntington, W. Va. Charleston, W. Va. Youngstown, O. Erie, Pa. 


Distributors Distributors 
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THE NRE: TOOL, WMACHINE WORKS) 


MANUFACTURERS OF HIGH GRADE PIPE TOOLS 
4120-30 FULLERTON AVENUE 


CHicaGy lin. 
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HARRY G.NYE 


Friend: 


A friend of mine has a doy who was on a football team this last fall 
(or perhaps I should say "under" it, because thet was where he was 
most of the time), anyway, he told me a story that had such a good 
point to it that I am passing it on to you. When school opened in 
the fall, the night of the first practice the boy came in at dark 
all and completely in. He could just drag himself to the table, and 
at 7 peme he was in bed. 


"Some coach!" he said. "We had over sixty fellows out for practice 
the first night, and that coach gives us three solid hours of running 
and falling on the ball. Some coachj" 


The next night, however, the boy came in from practice with a grin. 
"What happened?” asked his dad. "Why," said the boy, "there was 
only twenty-seven fellows out tonight, and the coach lined us up 
and looked us over, and said: Well, I guess we've got rid of the 
sheiks == now we'll go ahead and build a team,! Then he gave us a 
little light practice and sent us home. Some coachJ" said the boy 
admiringly. 


The thought occurs to me that perhaps trouble comes to us sometimes 

the same way for the same purpose. Perhaps it was for the purpose of 
weeding out the sheiks. That first night that coach looked at those 
sixty fellows. Then for three hours he ran them around the field. The 
next night only twenty-seven fellows showed up for practice. But the 
coach knew that the twenty-seven who came back for more meant business. 
The sheiks were gone, and he had spent only one night, instead of a 
month, finding out which fellows were sheiks and which were stickers. 





"Trouble" is the coach that weeds out the sheiks and leaves the real 
fellows, whether the game is football, or plumbing, or what. Maybe 
you got bumped today. Are you going to quit, or be ready for the game 
again tomorrow? . 


I can't help but call your attention to this: That the Nye Die is no 
sheik. Treat it as rough as you want to, and you don't need to worry. 
It won't quit. It will be right in the geme tomorrow. 


Yours for the real fellows, 


jrorg J Nye 
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/ro"Big Jobs 


a pipe machine 


with threading capacity from 6 inches down to 








The Williams line includes 
pipe threading machines cover- 
ing the entire range of pipe 
threading — from %" to 24". 





E have been able to produce more 

yroduction on your new 6-inch High 
A nies we Pipe Threader machine than 
on any machine we have had the plea- 
sure of using 


sier to operate 
ssity of taking 
ging from one 


This is the first machine the writer has 
seen that I would care to recommend as 
an all around first-class tool to take care 
of work that it is designed for. Your 
cutting off attachment, reaming device 
and several of the other more important 
devices which you have added to this ma- 


chine certainly make it very attractive. 
HARRIS PUMP & SUPPLY CO 
F. A. Haring. 











N designing and developing the new Williams Rapiduction 

Pipe Threader, Williams’ engineers have once again applied 
their inventive genius and mechanical skill in the interests of 
the plumber merchant. 


For in designing and building the new Williams Rapiduction they have pro- 
duced a machine that delivers high speed threading on the entire range of pipe 
from 1" to 6'"' with the one Rapiduction Die Head. And on this 1" to 6" range 
only two sets of dies are required—one set for the range from 1" to 2''—the 
other set for the range from 243" to 6". 


Unproductive labor time in changing dies is positively eliminated. Die costs are 
reduced from $150.00 to $28.00. $14.00 for set for the range from 1" to 244" com- 
pared with $30.00 in old type machine and $14.00 for the Rapiduction dies in 
the range from 24" to 6" compared with $120.00 in old type machine. 


And substantial economies are effected in replacement costs. In case any single 
chaser bit becomes worn out, only this bit needs to be replaced. And this is 
done in 10 seconds at the low cost of $2.00, compared with the necessity of 
replacing complete Set of dies in old type machine at a cost of $30.00. 


Write today for descriptive bulletin and comparative time studies in 
pipe threading with the new Williams Rapiduction Pipe Threader. 


WILLIAMS TOOL CORPORATION, ERIE, PA. 


Canadian Plant—Brantfort, Ontario 















1 inch—and all in the one die head 
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The man who is so busy that he does not have time to read his trade paper is like 
the man who was so busy chopping wood that he did not have time to sharpen his axe 


UST BY WAY OF CALLING ATTENTION 

io the rich potentialities of the farm market, we 

had drawn for us the fine cover illustration, to 
accompany the article, “Running Water on the Farm,” 
appearing in this issue. You know, the farmer is a 
man who is used to thinking from cause to effect in 
very simple terms. He plants, and to him the relation- 
ship between all that goes between planting and harvest- 
ing is one of simple logic. In selling the farmer what 
you want are facts—facts which have a bearing upon 
the problems of farming. 
peats a few of the arguments of a kind that will be 


understood and appreciated by the farmer—the simple 


Here is an article which re- 


causes which will produce for him a more prosperous 
year. Running water plays a large part in modern 
farming. There are many reasons why the farmer 
should have this convenience; and as the article in- 
dicates, it is not a difficult matter to play up the neces- 
You don’t have to 
Just 
show him how you can help lighten his work and enable 
him to cut down the costs of farming, while increasing 
the products of the farm, and he will be interested. 


sity of running water on the farm, 
be a high-pressure salesman to sell the farmer. 


NCE MORE THE SCHOOLMASTER HAS 
“ set a few traps in his drawing problem for the 
unwary. Although this week he warns you where to 
look for snags. Too many stacks, he says, and not 
used systematically. I once read a mystery story where 
there appeared to be one more person in a room than 
had been invited—and the extra person was a dead 
man! Your problem is like the detective’s in that case— 
find the unnecessary, we might say, uninvited guest 
(stack). In addition the Schoolmaster makes a shrewd 
guess that some of you have problems you'd like to 
see discussed; that you occasionally say to yourself, 
“I wish he’d give us a problem where—” and here you 
fit in your own difficulty. Tell him. He’ll be glad to 
discuss it, after giving the class a chance to solve it for 
you. Enlist the class in the solution of your problem. 


IPHONAGE, IT WOULD SEEM, IS LIKE 
\ money—it may be a blessing and it may not. As 
Mr. Starbuck points out in the article, “Siphonage,” 
many fixtures depend entirely upon siphonage for their 
operation. With reference to fixture traps, on the 
other hand, siphonage is a distinct detriment, neces- 
sitating expensive venting. In the present article, Mr. 
Starbuck’s interest lies in siphonage as a detriment to 


the plumbing system, leaving its consideration as an 
advantage to a later time. Recently he sent out a num 
ber of drawing problems to plumbing inspectors, and 
the article deals in part with a discussion of the returns 
from that mailing, each inspector working naturally ac- 
cording to his local code. The article gives a very clear 


exposition of the principle of siphonage. 


E PRINT THIS WEEK AN ARTICLE ON 

the subject of resale prices, a topic coming up for 
discussion in some parts of the country. I can give you 
my assurance that a lot of work went into that article 
So many opinions for and against the resale price have 
been expressed that it wasn’t any simple job to run them 
down and then boil them down for you to read in con 
densed form. In the article this week you have a con- 
cise, accurate report of what has been said in favor of 
the resale price and what has been said against it. It’s 
a subject which may sooner or later affect your business 
vitally and one, therefore, which you ought to post 
yourself on, 


WO CONVENTIONS THIS WEEK, WITH 
lots of pictures and more interesting discussions. 
I wonder if our readers watch these convention reports 
We go 


through them to see what the trade is thinking about 


with the interest we do here in the office. 


and talking about, so that we may be guided somewhat 
in selecting and preparing material for Your Weekly. 
You, too, can keep in touch with the movements on 
foot in various parts of the country, and be prepared 
in your own convention to express yourself clearly and 
to some purpose when your own problems are up for 


discussion. 


I SAID A MINUTE BACK THAT WE WERE 
giving you the pro and con of the resale price 
proposition in condensed form. ‘That’s not a bad way 
to think of Your Weekly—as a “condenser.” You 
know how discussions go. Men get “all het up” about 
things, some taking one side and some another, and a 
for that 

giving 


lot of steam is let off. We’re the “condenser” 
steam, combined with a “return line” to you 
you just the cold facts. 


some little condenser. 


bur Zakk 


Technically speaking, we’re 
» > 
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“TOLEDO” 3-WAY TOOLS 
ARE REMARKABLE VALUES AT NEW LOW PRICES 


‘“‘TOLEDO”’ 3-way threading tools are the most perfect 
tools of this character on the market. The lightest, 
most compact, and easiest to operate, they meet every 
need of the most discriminating user. 


The No. 30 threads %{-inch, 44-inch and %-inch pipe, 
and weighs but 4% lbs. Its NET PRICE is now only 
$8.25 (West of Rockies, $9.00) f. o. b. Toledo. 


The No. 31 threads 14-inch, 34-inch and 1-inch pipe, 
and weighs but 7 Ibs. Its NET PRICE is now only 


BUY BY COMPARISON $9.00 (West of Rockies, $9.90) f. o. b. Toledo. 


’ You will find these two tools the most desirable 3-way 
AND YOU’LL BUY A eens tools on the market. Your jobber can sup- 
ply you. 


See If you have not yet received a copy of the new ‘‘TO- 
ceva weir: LEDO”’ catalog ‘‘H’’ send for one today. 

THE TOLEDO PIPE THREADING 

MACHINE CO. TOLEDO, OHIO 


NEW YORK OFFICE: 50 CHURCH ST. 





Mention Domestic ENGINEERING when writing advertisers. 
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Resale The question of legalizing the maintenance 

“ by contract of resale prices on trade-marked 
Pric €S or branded goods is before Congress, in the 
form of the Kelly-Capper bill. It is there to clarify a 
law which now permits a manufacturer of such goods 
to establish a resale price but does not permit him to 
enforce it in any way other than by refusing to do 
business with those who will not maintain that resale 
price. 

t will mean that a manufacturer of identified products 
can set the prices for which the master plumber or heat- 
ing contractor, for which the jobber, or for which both 
must sell it to their customers and that a contract, in 
which it is agreed to maintain such resale prices, will 
not be considered in restraint of trade, against public 
policy or in any way illegal. Provisions are made for 
deviation from such prices if the wholesaler or retailer 
shall in good faith discontinue dealing in such articles, 
if he shall go out of business, if he shall become bankrupt 
or if the goods shall become damaged or deteriorated in 
quality. 

The Eastern and Central Supply Associations have 
asked their members to express opinions on this ques- 
tion and a majority of those who have done so are in 
favor of such legislation, many of whom have written 
their Congressmen urging their support of the Kelly- 
Capper measure. 

It is a question on which many arguments pro and 
con have been advanced. For instance, many look upon 
such legislation, particularly, as a means of stopping 
much of the ruinous price cutting which has so hurt 
business in our field and of putting the emphasis in 
competition on quality and service rather than on price. 
On the other hand, to mention some of the arguments 
against it, there are those who feel that it would restrict 
the legitimate competition in prices among distributors 
which is inherent in the laws of commerce and advan- 
tageous to the public, and there are those who feel that 
it would require periodic governmental investigation of 
profits. 

Would it be to the best interests of the producer, the 
distributor, wholesaler or retailer, and, above all, the 
public? In another part of this issue, a complete revicw 
ot this question will be found. 


Day Labor At the annual convention of Wis- 
vs. Contract 
meyer of the tendency of public officials to expend public 
funds for construction work by the day labor rather than 
by the contract system. Now a special committee of the 
Chamber of Commerce of the U. S. denounces such a 
practice. “The day labor method in public construction 
is a menace to quality of work,” the committee asserts, 


consin master plumbers, mention 
was made by President Kuete 


“because the designing department, the inspection de 
partment and the construction department are in effect 
one and the same. Responsibility for costs and the duty 
of passing judgment on quality can not properly repose 
in the same agency. The day labor method fosters in 
efficiency and laxness in labor. And there is no assur- 
ance that the money the tax payers provide will ulti- 
mately produce the proposed structure.” 

On the other hand, the committee points out that 
“construction work is done better, in less time and at 
lower cost by the contract method—better, because 
workmanship and quality of materials and even methods 
are subject to the rigid inspection and supervision of 
the owner; in less time, because definite time limits are 
fixed in every contract and penalties are provided for 
delay ; at less cost, because the work is awarded to spe- 
cialists under open competition and guarantee of com- 
pletion for the sum bid is furnished by a surety bond. 
The contract system is based upon well established eco- 
nomic principles. The development ofthis system has 
made America foremost in labor-saving equipment and 
economical construction methods.” 

This committee recommends that plans and specifica- 
tions for public works should be prepared in advance 
and filed as a permanent public record, that public esti- 
mates should be made of the cost, that competitive bids 
should be sought and also made a matter of public 
record for future reference. It also recommends the 
establishment of an accounting system showing accurate 
and complete costs to apply whenever work is done by 
day labor and that on completion of the work itemized 
statement of the final cost shown by such accounts should 
be filed as a public record. Here is a subject on which 
the master plumber’s and heating contractor’s voice 


should be heard. 
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The convenience of running water and electric lighting outfits appeals to every farmer 


Running Water on the Karm 


By E. W. 


a4 O SIR, you can’t tell me that you 
farmer around here a pumping outfit or an 


electric light outfit. They are too close and have 
no money for such luxuries.”’ 

“Luxuries,” “You are wrong. Such outfits 
are an every-day necessity. For instance, take running 
water. It’s the one thing that is badly needed on many 
farms. I can clearly see now why you are not successful 
in selling running water outfits or lighting plants. You 


have the wrong angle on the situation. Listen here. * * 
ser? 


I answered. 


And so we had a long talk on running water on the 
farm. My plumber friend was not alone in thinking he 
could not sell farm light and power outfits. If, however, 
he had understood the great service he could render his 
farmer friends by selling them running water equipment, 
he would not have been so backward. 

Running water on the farm will increase milk produc- 
tion 15 to 20 per cent. Twelve cows, each giving 8 quarts 
per day, equals ninety-six quarts plus 20 per cent equals 
115 quarts. This increase in milk production alone will 
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RIESBECK 


pay for such an outfit in a few years, at the very most. 

“You say you have tried to sell these outfits?”’ I said to 
the plumber. “I'll bet you $10.00 that I can sell an outfit 
per day and I am a stranger around here.”’ ‘‘You’re on,” 
he said. ‘Here is my cost price. I must have 28 per cent 
profit. Go to it.” 

This conversation took place between the writer and a 
master plumber and heating contractor in Wisconsin last 
summer while he was on a trip through that state, to pay 
a visit to the trade, as well as spend a few weeks vacation. 
For several weeks I had gathered information on various 
subjects and I was convinced that if a proper effort was 
made to sell the farmer he would buy. 

The next day I drove out to the farming country and 
spied a well located and fairly good looking barn. The 
house was not so good, but I decided that I would try 
here. The bean crop of approximately four acres on the 
side of the road was nearly all dried up. A creek ran 
through one corner of the forty-acre farm, crossing the 
road. I met the farmer in the barn and the following 
conversation took place: 
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—) “Good morning, sir. 
I am from Chicago.” 
With this the farmer 


PE... drew back just a lit- 
tle and I continued, 
9 | 8 | “No, I’m not a crook 


4 and you need not be 

afraid. I am just vis- 

iting around here and 

5 } am staying in —— 
ood, for a few days and I 


: “ stopped in to see Mr. 

f ‘ h i ——, the plumber, 
NT pee an tae.” 
i 4 ry it you know. 

oe Mikes pee g pest’? “Oh yes, I know 

Fig. 2.—A  hand-operated farm him, he fixed up my 

system pump. Pretty good 

chap and a_ good 


workman. I don’t think you can find a better man in his 
line than he is—-in this county.”’ 

“How is farming?’ I inquired. 

“Bum, too much work. Help nowadays too expensive 
for the farmer. We don't get enough for our crops. 
Help costs me $180 a month and board. We have 18 
cows to milk, 12 pigs, 
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“Yes,”’ said the farmer. ‘“‘That is so. My neighbor has 
running water. He pumps it out of a big well and his 
milk check is the biggest around here.’ 

“Well,” said I, “if you could do that and water your 
beans too or any other crop that you may want to water, 
you would need no help and you could have running 
water all through the house.” 

“Yes,” said he, “but that costs a lot of money.” 

“Oh, about $800,” I remarked. 

“Gee whiz, I can’t afford that.” 

“Yes you can,” I said. “By having it more convenient, 
you can lay off your helper and save the $560 that you 
are paying out during the 7 months, and with your cows 
giving more milk, you will get another $175 per year at 
the very lowest or a total of $735 per year. You see the 
saving would almost pay for the outfit in one year.” 

“How do you know the cows will produce that much 
more milk?” 

“This fact is proved by the milk sheets of a farmer in 
Kane county, Illinois, which showed an increased milk 
production per cow of 9 lb. of milk per day, three days 
after he completed the installation of drinking cups in 
his barn, equipped with running water. This is a fact 
that you can verify yourself,’’ I remarked. 

“By gosh, you are right,—at that rate it would pay. 
Say, I’m mighty glad you told me about this. I'll see that 
plumber the next time I go to town.”” ‘Well, let me take 
your order and I'll hand it to him and tell him to come 
out and see you and 
you can settle all the 








a number of calves and af 

it takes a lot of work. i{\ 4 

We are hauling the wh iy 

water from the creek i i 

because our well [ a af 

doesn’t give enough for ee wep eo 

all of the cattle.” be Kray ti ee 
“You have a very {fj | = gta 2 HE 

fine barn and your cat- i THe ue ; { | 

tle look well,” I re- ql | bagi : a8 * x 

marked. Ri 44 se omen Pc 
“Yes, thecattlemake = 1! ! Fa (oneal 

the most money. The es —_ 

crop isn’t very much; i 


it’s too dry. I am 
going to lose $600 on 
my beans. They are all dried up.” 

“Say,” I said, ‘‘why not make rain yourself?” 

“How?” 

“Well,” said I, ‘fon some farms I have seen, further 
south, they water from five to ten acres of vegetables. 

“By heck, I’d like to see that done.” 

“Well, they run a pipe with holes drilled in it; laying 
on pipe stands, movable to any place desired; run it 
through the field they want to water; spray one portion 
and then move the pipe to another space 
and spray that also. They sometimes run this 
spraying outfit all night.”’ 

“Yeh, but where do they get the water?’’ he 
asked. 

“Out of a well or a creek,” I replied. 

I made a rough sketch showing him how the 
spray pipe looked and remarked, ‘‘You could 
do that very easily on your place. The creek 
is not far away.” 

“Yes, that’s so. How do you think I could 
do that?” he asked. 

“Get a windmill or preferably a gasoline 
engine and put up a little shanty at the creek. 
Run a@ pipe over here and you can run the . 
water into your barn and chicken coop as well. 
They tell me that if you have fresh water for 
your live stock, your cows will produce from 
15 to 20 per cent more milk, is that so?” 


Fig. 3.—Another type of pressure system for the farm 


details with him.”’ 

“Yes, that’s fine, 
you tell him to get me 
one of those outfits and 
come out to see me 
about the pipes. IT’ll 
measure up and see 
how much I need. Yes 
siree, I can see it is 
money made. 

Good dope you have 
given me. If I had had that outfit about a month ago, I 
could have saved my bean crop and I’d be about $600 
ahead. But say, before you go, come into the house and 
tell my wife about this.” 

The wife, of course, fell for the running water in the 
house, in the chicken yard, barn, etc., and the sale was 
made. He also told me that he had a cousin living on 
the other side of town who would be also interested in 
such an outfit and asked me to call on him. At 11 a. m. 


clear 





Fig. 4—A work-shop supplied with light and power outfit 
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1 was back in town with one sale made. I handed the 


order to the plumber who received it with wide open eyes. 
I asked him to clinch this sale the next day and told 
I was going to make the second sale in the 
I also reminded him that at that time, he 
commission. 


him that 
afternoon. 


owed me $20 The selling of the second 





Fig. 5—A portable electric motor that can be attached to 
almost any machine 


outfit in the afternoon The arguments are 
convincing and the fact that the relative bought an outfit 
in the morning had quite a bearing on the sale. The wife 
was even more interested than-the farmer himself. They 
had a good well and plenty of water and he decided on a 
pressure outfit, connected to the barn, laundry, etc. The 
plumber was convinced when I handed him the second 
order, that it could be done and promised to go after 
this business. In a letter he wrote me some months ago, 
he advised that he had sold 6 additional outfits with little 
effort. He followed my tactics and after the first outfits 
were installed, he said that these farmers were the biggest 
boosters he had and several orders came to him un- 
solicited. 

There is no doubt that there is a market—all that is 
necessary is for the master plumber to go out after the 
to Ask ’Em To Buy: 


was easy. 


orders— 


WHAT OUTFITS TO SELL 
HERE are many different outfits on the 
ee. Some are pressure outfits, con- 
nected as shown in Fig. 3. Some are hand oper- 
ated as shown in Fig. 2, while others are gas- 
oline engine driven outfits. Some use a storage 
tank in the attic while others use a pressure 
tank in the basement. 
The most successful plumbers selling such 
outfits make sure that the storage tank is of 
ample capacity to supply the wants of the cus- 
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tomer, which of course, reduces the cost of oper: ‘ion 
materially. Some of the outfits are direct conne ted, 
others are belted. In several cases the 
seen gasoline engines belted to a pumping outfit, locate! on 
one side of the gasoline engine and a generating init 
for lighting located on the other side of the en ine, 
so that the same belt would run both outfits, piimp- 
ing water during the day time and running the ele: trie 
generator in the evening. In this manner the co-' of 
supplying both light and running water was small, an‘! is 
a convenience that almost any farmer can afford. Fi. 1 
shows how convenient running water and electric light is 
on a farm. This outfit is driven by a gasoline enxine 
which serves both purposes, as above outlined. Fis. 4 
shows a workshop on a farm with machinery driven hy a 
gasoline engine. An electric generator can be added to 
the lineshaft or may be connected direct to the gasoline 
engine. Fig. 5 shows a portable electric motor that can 
be attached to almost any machine to lighten the burden 
and drudgery of farm work. This can be used wherever 
electricity is available or wherever a lighting outfit has 
been installed. 

The value of running water on the farm 
estimated. Wherever it has been installed, it has light 
ened the work of the farmer and his family and increased 
their profits. Figs. 6, 7 and 8 show farms equipped with 
pumping outfits in various ways. Some are very elab 
orate; all are paying investments. The outfit shown in 
Fig. 7 takes care of sprinkling a large greenhouse, as 
well as a 3-acre truck garden and several acres of floral 
grounds around the greenhouses. The cost of operation 
is small compared with the service they render. Many of 
these windmill outfits are being changed over to gasoline 
power. 


writer hag 


cannot be 


THE FARMER NEEDS SERVICE 
HE FARMER is a good fellow to do business with 
‘7 he wants to know is that he is given a square 
deal and receives full value for his money. He also re- 
quires service when he needs it. Hf he is treated fairly 
he is your best booster, but if you neglect him or treat 
him unfairly, there is no worse 
knocker than a farmer. Farms 
supplied with running water 
and electricity mean more busi- 
ness for the plumber, and the 
writer fails to see why master 
plumbers and heating contrac- 
tors do not take advantage of 
this opportunity to increase the 
volume of their business and 

make more profits. 














(Continued on Page 67) 
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Figs. 6, 7 and 8.—Farms 
equipped with windmill! 
outfits are speedily being 
replaced by more depend- 
able gasoline power 








7 


% 


Dae ieee 








OE ROI: 











First section of the official photograph of delegates and guests attending the 


convention of the Minnesota Retail Plumbers’ 


Association 


Minnesota Opposes Permanent Oftice 


Endorses George F. Reeke, for National Vice-President 
— Association Shows Splendid Growth in Past Year 


ASTER plumbers of Minnesota have shared, in the 
past few the economic problems of the 


M agricultural northwest. They feel that their state 


has not received its share of the country’s general pros- 


years, 


perity since farm products have sold at a discount under 
manufactured goods. Another restrictive influence is the 
enlarged capacity for competition given by the Panama 
canal to factories located on or near the ocean. 

In spite of any economic handicaps, the Minnesota Re- 
tail Plumbers’ Association was able to show at its thirty- 
second annual convention, held February 2 and 3 at St. 
Paul, a in membership. 


66 per cent gain 


Second section of the official photograph of delegates and guests attending 


The Minnesota state officers have made the association 
of greater value to its members so that it has been pos 


sible to retain and attract members. President H. Mer- 
win Porter of Minneapolis, a director of the National 
Association of Master Plumbers, assisted by A. F. Peter- 


son of St. Paul, vice-president, has worked energetically 


to build up the association. Their work, as well as that 


of Leon C. Hanson of Minneapolis, George Greiner of 
Hibbing and Fred A. Beier of St. Paul, directors, and 
Fred C. Stiller of Minneapolis, treasurer, has won the 


support of the members as shown by the unanimous re 
election of these officers for the coming year. Al Johnson 





the convention of the Minnesota Retail Plumbers’ 


Association 
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Third and last section of the official photograph of delegates 
Plambers’ 


Mickelsen of Montevideo 
of Duluth was re- 


of Eveleth and William 
directors and T. R. 
elected sergeant-at-arms. 
An executive committee was organized a short time ago 
to put the state association in closer touch with activities 


were 


elected Gleason 


in each district. This committee includes Ben Benson 
of Willmar, H. W. Benson of St. Cloud, Alonzo A. Budd 
of Austin, A. W. Bjorklund of Alexandria, William 


Galena of Fergus Falls, P. J. Gallagher of Faribault, H. 
C. Hansen of Virginia, H. M. Harty of Mankato, E. L. 
Hoppert of Breckenridge, William M. Mickelsen of Monte- 
video, J. H. Thompson of Winona and S. B. Suydam of 
Duluth The in bringing the state 


plan has succeeded 


West Virginia Gains 


and guests attending the convention of the Minnesota Ketail 
Association 


association closer to local activities and also in keeping 
the individual members more conversant with the work 
of the state officers. 

The plan to establish a permanent office for the Na- 
tional Association of Master Plumbers in charge of an 
executive secretary was unanimously condemned. 
lutions were approved calling for more comfort stations, 
for radiator heat in rural schools, for a state plumbing 
law and for a proper lien law, condemning the pollution 
of streams and supporting the resolution adopted at Port- 
land, Ore., by the National Association to ‘‘make a whole- 
saler a wholesaler.” 


Reso- 


(Continued on Page 47) 


Many New Members 


C. V. Swann, Huntington, chosen to head administration for 1926 
at Third Annual Convention 


Other Ills,”’ was the sentiment of a banner hung 

behind the speakers’ platform at the third annual 
convention of the Master Plumbers Association of West 
Virginia, held in Wheeling, February 1 and 2 at the Elks 
Club Auditorium. This new slogan was in full view of 
the delegates during all of the meetings, and typified the 
spirit of “asking ’em to buy’’ more plumbing and heating 
goods which many speakers expressed. 


a4 R ADIATOR Warmth for Chills, Bath-a-Day for All 


OFFICERS ELECTED 

HE following officers were elected to carry on the 
ia work of the association for the next year: C. V. 
Swann, of Huntington, president; George W. Redecker, of 
Wheeling, vice-president; John A. Shanklin, of Charleston, 
secretary and treasurer. At the same time the following 
men were elected directors: Fred Eickert, of Welch; 
W. B. Blottman, of Williamson; Henry A. Spencer, of 
Clarkskurg; William Smith, of Parkersburg; E. C. Weide- 

busé¢h, of Morgantown; W. C. Filson, of Point Pleasant. 
The opening meeting showed that Wheeling was an ex- 
cellent city in which to hold a master plumbers’ conven- 
tion, as the keys to the city were handed over to the con- 
vention by Mayor William Steen, a former master plumber. 


The following committees were appointed:  Resolu- 
tions—C. V. Swann, of Huntington; George W. Redecker, 
of Wheeling; W. C. Filson, of Point Pleasant. Auditing— 
C. A. MceMunn; F. J. Eickert, of Welch; D. F. Guth, of 
Wheeling. Credentials—C. H. Hagan, of Huntington; 
C. L. Weber, of Clarksburg; H. E. Neuman, of Wheeling. 
At the same time W. B. Blottman, of Williamson, was ap- 
pointed sergeant-at-arms, with Fred E. Cowl, of Wheeling, 
as his assistant. 

John J. Vogelpohl, of the National Trade Extension 
Bureau, addressed the convention on the benefits to be 
derived from the bureau. He laid stress on the fact that a 
master plumber will get just as much from his associa- 
tion membership as he puts into the association work. 

George Lutz, of the Trimble-Lutz Supply Co., Wheeling, 
W. Va., addressed the meeting on the need of more good 
apprentices, and offered his physical, mental and financial 
support to any apprenticeship program which the associa- 
tion chose to take up. 

Communications were read from H. E. Longley, presi- 


dent of the National Association of Master Plumbers, who 
expressed regret at not being able to be present; Mrs. 
E. D. Hornbrook, of Kansas City, Mo., president o! the 


(Continued on Page 38) 
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Resale Prices 
Will They Help the Industry 


sale prices by the producer of identified merchan- 
dise be to the best interest of the producer, the 
distributor and the purchasing public? 

That is a question which, with more explanatory details, 
is being carefully considered by manufacturers and jobbers 
of plumbing and heating supplies and by master plumbers 
and heating contractors. It is a question which is being 
carefully considered by the three branches of most indus- 
tries. And legislation permitting such maintenance of 
resale prices is now before the House of Representatives 
and the Senate. Congressman Clyde Kelly of Pennsylvania 
has submitted it to the House, where it is known as H.R. 
11. Senator Arthur Capper of Kansas has submitted it to 
the Senate, where it is known as S. 1448. In general, it is 
referred to as the Kelly-Capper bill. 

It is a question which the United States Chamber of 
Commerce has had committees study in all its economic, 
public and business aspects, and which, because these com- 
mittees have reported in favor of the right of the manu- 
facturer to set and maintain resale prices on his products, 
has been submitted to referendum and is now before most 
business organizations in the country. It is a question on 
which the Eastern Supply Association and the Central 
Supply Association have asked their members to state an 
opinion and, if in favor, write their representatives and 
senators advocating the passing of such legislation. The 
majority of members who have answered are in favor. 


W aate v the establishment and maintenance of re- 


TWO WAYS OF LOOKING AT IT 


HE question embodies two conflicting opinions. One 
; e that the producer of an identified product (by brand 
or otherwise) is responsible to the public, in all the market 
he attempts to cover, for the article’s quality and for the 
conditions under which it is sold and the assumption of 
these obligations makes it necessary that he have in his 
control the power to fulfill them by having enforceable 
control over resale prices. The other is that the distrib- 
utor, wholesale or retail, alone is responsible to the public 
for the article’s quality and for the conditions under which 
it is sold; that when the manufacturer has sold his product 
at a satisfactory price to a distributor he has parted with 
it finally and while the various distributors may hold the 
manufacturer responsible to themselves for the quality, 
it is their right to be the sole judge of their selling prices. 
The real issue, of course, as far as federal legislation will 
sanction anything of this sort, is the public interest. 


LAW IS CONFUSING 

; ign right of a manufacturer to set a resale price on 
his goods never has been denied. No court decisions 
bearing on this subject have denied this right. Up to 15 
years ago, the use of contracts which result in the main- 
tenance of resale prices was considered legal. But since 
1911, laws such as the Sherman act, in their restraint of 
trade practices, have been interpreted by courts in such a 
way that no longer are maker and distributor allowed to 

enter into fixed price contracts. 
Thus, the way it is now, the manufacturer can establish 
resale prices on his product and, if the wholesaler or re- 


tailer does not sell at those prices, the manufacturer can 
refuse to do business with him. But the manufacturer is 
denied the right to make a contract 
or retailer in which the latter agrees to sell at the prices 
set by the manufacturer. 

Master plumbers, heating 
plumbing and heating supplies are not 
set resale prices in this field. There are 
turers who are maintaining set resale prices on their prod 
ucts and who refuse to sell those companies who sell below 
the fixed price level. Other manufacturers advertise prices 
to the trade or to the public which are, in effect, estab- 
lished resale prices, although not all insist on their being 
maintained to the extent that they refuse 
dealers who cut under them. Other manufacturers suggest 
resale prices as a help to the wholesaler or retailer, 
making it unnecessary for the latter to figure the selling 
price by means of discounts. 

All these practices are quite within the law. 
from the right to refuse to sell those who do not maintain 
them, the manufacturer has no enforceable control over 
his resale prices. Thus, the law seems to permit one thing 
and then to make it impossible to maintain what it permits. 


with the wholesaler 


and jobbers of 


unfamiliar 


contractors 
with 


now manufac- 


to sell those 


thus 


But, aside 


WHAT THE KELLY-CAPPER BILL WOULD MEAN 

HEREFORE, the purpose of the Kelly-Capper Bill, as 
‘Ben is to clarify the law. If it is passed, the manufac- 
turer of a product, branded or by some identification un- 
questionably his, can fix the price at which the wholesaler 
must sell it to the master plumber or heating contractor, 
can fix the price at which the master plumber or heating 
contractor must sell it to the consuming public, or both. 
He can make a contract with the jobber, with the master 
plumber or heating contractor, or with both, that his prod- 
uct shall be resold at his fixed prices, and “it shall be 
lawful * * * to agree to sell such articles at the prices 
prescribed * * * and such agreements shall not be con- 
strued as against public policy or in restraint of trade 
or in violation of the Act of Congress of July 2, 1890, or 
of any of the acts supplemental thereto.” 

It provides that any such article may be sold by the 
jobber, master plumber or heating contractor at a price 
other than that prescribed by the manufacturer: (1) if 
the former shall in good faith discontinue dealing in such 
article, or (2) if the former shall cease to do business 
and shall propose to sell such article in the course of dis- 
continuance of such business, or (3) if the former shall 
have become bankrupt or a receiver shall have been ap- 
pointed for his business,—all provided that such article 
shall have first been offered to the manufacturer at the 
price paid therefor by the wholesaler or retailer, as the 
case may be, and that the manufacturer, after reasonable 
opportunity to inspect such article, shall have refused or 
neglected to accept such offer. 

Any such article which shall have become damaged or 
deteriorated in quality may be sold at a price other than 
that prescribed by the manufacturer, provided (1) that 
such article shall have been offered to the manufacturer 
either in exchange for a new article of the same kind, or 

(Continued on Page 70) 








STPHONAGE 


By R. M. STARBUCK, JR. 


con 


AVE you ever stopped to 
sider in what a variety of ways 
the action of siphonage enters 


into the subject of plumbing? 


It is not only one of the greatest aids 


in plumbing operations, but also one of 


the greatest detriments as well 
As an aid in plumbing operations, we 
that 


have but to consider many plumb 


: Long 
ing fixtures and devices depend entirely Arm 
ipon the action of siphonage for their 


operation, as for instance, the principal 





up the short arm and over the crown 
from which point it falls down the long 
arm by gravity It will be clearly seen 
S that the action of the siphon is de 
1s pendent on the formation of a vacuum 


in the long arm. 














~) Fig. 2 shows the “S” trap, and a 

Pr oo glanee will show that it possesses al] 
the elements of a perfectly constructed 

6 N siphon. The water in the trap repre 
— Fo FF ~Ssosents the liquid in the upper vessel in 
V4 Fig. 1, the middle section of the trap 


represents the short arm, and the waste 


pipe from the trap is the long arm 











types of high-grade water closets, flush 
valves, etc 
As a detriment, it enters into the 
subject chiefly in relation to fixture 
traps If it were not for the fact that 
traps were very seriously subject to 
siphonage influence, it would not be Fig. 1 
necessary to install the expensive vent 
system that generally goes with the plumbing system. 


It is with the subject of siphonage as a menace to the 


proper functioning of the plumbing system that we wish 


to deal in this article, and possibly in a later article we 





hall deal with the principle from an opposite viewpoint 

Our particular reason for taking up the subject at this 
present time is the fact that in the work of the School 
master and his Class, it has been obvious all the way 

Fig. 3 big. 4 

along, in every drawing problem that has been presented 
that many individuals and indeed many plumbing codes 
do not make proper provision in their venting methods 
for the effective overcoming of the influence of siphonage 


on trap seal 


A siphon consists primarily of a bent tube, one arm 


being longer than the other, and is used for the purpose 


of transferring liquids from a high point to a lower point 


dips into the 


gravity The shorter 


and the 


other than by arm 


liquid, as in Fig. 1 liquid is discharged to the 


lower point through the long arm 


The action of the siphon is as follows When the air 
in the long arm is exhausted by any means, that is, when 
a vacuum is formed in the long arm, there is nothing to 


counterbalance the pressure of the atmosphere on the 
liquid into which the short arm dips, and the immediate 


consequence is that atmospheric pressure forces the liquid 





E 
that in 


Whenever a vacuum or partial vacuum 
can be established in any manner in the 
long arm, or waste pipe, the contents 
of the trap will siphon off, leaving the 
broken. In the of Fig. 1 

siphonage will continue until the water 
in A drops to the level of the end of the short arm. Like- 
in Fig. 2, the contents of the trap will discharge 
until the entire seal is lost. 








Fig. 2 seal case 


wise 


In the case of the ™% S trap also, Fig. 3, its construction 
is such that siphonage may easily take place. 

The P trap, however, is a different proposition. 
in Fig. 4, the construction of this trap is such that the 
elements of a siphon are not present, and this fact ac- 
counts in great measure 
for the fact that it is 
style of trap that 
has al 


As seen 


A rn B 
this 
in recent years 


most entirely displaced 


the other two ¥ 


CAUSES OF 
SIPHONAGE 

have stated 
order to 
siphonage, a 
pro- — 
long arm 
asked what t 


vacuum 


produce 





vacnum must be 





duced in the 
It may be 
will 
at that 


will 


produce a 
point Fig. 5 


show this Zz wath 


serve to 
point 
Suppose in Fig 5. 
several of the water 
flushed at 
filling 
In its passage 
the stack, 
of water 





closets are 
the same time, 
the pipe 
down 
this 


plug acts 


in the same manner as 
the plunger of a pump, 
carrying the air with it, 
and partial 
behind it As 


the plug of water passes 


creating a 
vacuum 
Fig. 5 


di 


¥) 


a 


n 
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the opening into the stack of lavatory G, this vacuum 


js transmitted to the outlet arm of the trap, and atmos- 


pheric pressure exerted on the seal sends the contents 
of tl! trap out through the waste,—in other words 


the trap siphons. This tendency would be even stronger 
in the case of H, for the outlet arm is longer in proportion 
to the short arm than in G, and furthermore, in discharg 
ing into the horizontal line, the waste coming down the 
stack will tend to back up and fill the pipe more com 
pleté than in the vertical line, thus making a more 
complete vacuum at this point. 

It may be argued that the water will get away so fast 
and the bore of the ordinary soil stack is so large, that a 
solid plug of water could not form. That may be true in 
a way, but it has been found that a solid plug is not 
necessary to produce this effect, but that water flowing 
i vertical line of pipe, takes a spiral motion which 

in effect is not differ- 


down 





| ent from the solid 
| lEI&363 > plug. 
| ire : J This siphonic  in- 














fluence would also be 
degree 
and still 
less on C and D 


less 


felt in a 
on FE and F 


Siphonage of a fix 
ture trap by the dis- 
from other 
is known as 








charge 
fixtures 
siphonage by aspira- 
tion. 

Another way of 
explaining the action 
i of the siphon is as 
follows:—The siphon 
is a bent tube having 
a short arm and a 
long arm. When the 
short arm dips into 
the liquid, and the 
long arm is filled, in 
flowing out of the 
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rr long arm the liquid 
Hl i www et will produce a vac- 
-— fil : 77 * ry uum, and the con- 
aie hail tents will be drawn 
“— © out. 
The foregoing 
siphonic action may be produced by such a 


connection as shown in Fig. 6. The turn in 
the waste pipe from vertical to horizoatal, will 
have a tendency to fill the pipe, in which case 
the vacuum or partial vacuum will be produced, 
followed by the siphonage of the contents of 
the trap. This will be more likely in the case 
of a fixture such as a lavatory which empties 
itself rapidly, than in the case of a flat bottomed 
fixture such as a sink, which drains so slowly 
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Vig. 6 Fig. 7 


this thing,—-how are you going to prevent or break this 


action of siphonage? 
Siphonage will continue until the end of the short arm 


is out of water, or until air is admitted to the siphon 


And to be effective in breaking or preventing siphonage 


air must be admitted at the crown or not further down 


on the long or outlet arm, than the bottom of the short 


arm It would be useless to admit air at such a level as 
A or B in Fig. 2. 

So then, when the old-time plumber attempted to pre 
vent the siphonage of traps, he brought air into the trap 
at the crown, C. This did the trick, 


long as the opening of the vent into the trap stayed open 


and was effective so 


Owing to its position, however, the opening was peculiarly 
subject to the slopping into it of and in 
generally became completely closed with grease, lint, ete 


waste, time it 


The answer to this situation came in due time, in the 
shape of the continuous vent, and this we show in Fig. 7. 

The continuous vent requires a trap with a horizontal 
outlet, and it will be seen that in adopting the continuous 
vent, we have not gotten rid of the closed vent 
nuisance that was present in crown venting, but we have 
adopted the trap whose form as we have already seen, is 
most free from the possibility of siphonage. 

Now then, we are ready to apply our knowledge of the 
subject of trap siphonage to the particular situation that 
is constantly coming to the surface in the drawing prob- 
lems that we have been handling in the Schoolmaster and 
His Class articles. 

Recently we sent out an incorrect drawing to a con 
siderable number of plumbing inspectors, asking them to 
return the corrected drawing to us. art of the problem 
to be corrected, included the work shown in Fig. 8, which 


only 


(Continued on Page 52) 





as generally to make good the loss of seal by 
the trailing end of the discharge. 

















This type of siphonic action is called self- 


siphonage, 



































CURE FOR SIPHONAGE a 

| jpaages is no dream about either of these 

two types of siphonage as applied to plumb- 

ing, for they both happen, and no doubt much 
more often than we know of. 

The next question is,_-what is the remedy for 
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The class will now study a new 


PLUMBING PROBLEM 


Study and copy layout on these pages; draw in the proper connec- 


tions and send us your solution. 


It will be analyzed by the School- 


master and discussed by him in an article appearing a few weeks later. 


HIS is another of the drawing problems in which we show on one 

page an incorrect layout of plumbing, and on the opposite page a 

drawing showing the fixtures properly placed, ready for the corrected 
drawing to be completed In making the new drawing, study carefully 
all the wrong features of the original drawing, and correct everything 
that you find faulty. 

You will find this drawing wrong not only from a sanitary standpoint, 
but also from the standpoint of layout. 

For instance, in the case of a bath room such as bathroom D, is it 
often that you would see the lavatory served by one stack and the other 
fixtures by another? In the case of public toilet room E, would you ever 
see the waste for the fixtures split up as here shown? 

If you study the drawing closely, you will see that there are too 
many stacks in use, and that they are run very unsystematically. 

You may think this problem is overdrawn, but-that is not the truth, 
for repeatedly in the Schoolmaster and His Class articles, we have seen 
corrected drawings showing just exactly the characteristics of this draw- 
ing, and repeatedly in our criticisms we have pointed out these wrong 
things. 

To do good work on these incorrect drawings, you must figure them 
out just as if the work was being installed rather than being laid out as 
a drawing. 

We want to call special attention to the water closet range. In many 
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W. P. Crawford, class member, McComb, 
Miss. 


cities they are prohibited, while in 
others they are allowed to be installed. 

If you do not wish to show the closet 
range, water closet bowls should take 
its place. If the device is allowed in 
your practice, we hope you will show it. 

In showing the water closet range in 
your corrected drawing, please see that 
it has all the modern improvements, 
including automatic flushing apparatus, 
large local vent, etc. 


So far, the idea underlying each one 
of the several types of drawing prob- 
lems that we have presented, has orig- 
inated with us. Now we want our 
readers to come across with suggestions. 

You will admit, no doubt, that the 
educational value of the different draw- 
ing problems is high, that it would be 
difficult to work out any plan that 
would give the man who is ambitious 
to learn, as much for his money as these 
problems give. 

We feel very sure that many of our 
readers will have formed some idea of 
some problem that they are hoping to 
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see presented, something that covers some requirement 
that probably none of our foregoing problems have 
cover i. 

We certainly would appreciate it if any of our readers, 
thoughts concerning new types of drawing prob- 
vould just pass them along to us, for no doubt the 
need of one individual will be much the same as the 
need of all. 


havin 
lems 
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No one knows just how many members there are in 
this class, but they are now numbered in thousands. Almost 
anything can be accomplished when so many are working 
on one problem. Not all those that send in solutions 
can always be accommodated in the Schoolmaster ar- 
ticles in which the drawings are commented upon, but 
when the number is too great for publication, those who 
send in drawings receive a personal letter. 




















13 14 


























19 22 


























29 


=== 





L. — 
























































of Engi- 


of the College 
of Kentucky, at 
American Society of Heating 
and Ventilating Engineers to hold its next semi- 


t. Paul Anderson, dean 
neering, University 


Ky., who invited the 


Lexington, 


annual meeting at Lexington 


J. R. MeColl, Detroit, Mich., past president of the 

A. 8S. H. V. E., to whom the convention sent words 

of cheer and Mr. McColl has 

recuperating from ai serious illness and 
could not attend the meeting 


encouragement, 


been 


A.S.H. V.E. Proposes New Radiator 
Rating Code 


N URGENT invitation to hold the summer meeting 

of the American Society of Heating and Ventilating 

Engineers at Louisville was presented at the re 
cent annual meeting of that society by F. Paul Anderson 
dean of the college of engineering, University of Ken 
tucky. This met with favor and it was recommended 
that the arrangements committee take the invitation into 
serious consideration It was stated that attendants at 
the summer meeting would not have to endure the hot 
heads and cold feet which go along with window ventila 
tion, but that Kentucky was the land of cool heads, warm 
feet and warm hearts An invitation was also received 
from the St. Louis chapter, and the assurance was given 
that if St. Louis were selected, the members of the society 
would have no cause to regret it The selection of St 


Louis for the summer meeting also met with favor, and it 


was recommended that the arrangements committee also 


consider St. Louis as a possibility for the summer gather- 
ing. 

The entertainment features at the annual. meeting at 
Buffalo, N. Y., January 27, 28 and 29, were elaborate 
and kept everyone on the qui vive every moment of the 

i4 | =- ———+—f 
} | 
| } 
ne | 
| bea f 
Fig. 1 


bridge party, an entertainment, a 
theater Niagara Falls, a Buffalo sight 
seeing trip and other entertainment features for the ladies 
led many of them to hope that all future annual meetings 
held in Buffalo. A buffet supper and men’s 
smoker gave the chance to talk shop, of 
every advantage was taken. The banquet and entertain 
ment, with the two flags, the stars and stripes and the 
union jack proclaiming the international character of the 


time A luncheon, a 


party, a trip to 


would be 


men a which 


engineering world, and with its flow of oratory and good 
cheer, the high point in the affairs of the 
meeting. At the close of this thirty-second annual con 
vention. all felt that the society had made another step 
forward and that the profession of heating and ventilating 
engineering was on a higher plane than it had ever been 


was social 


before. 

Cool heads and warm feet 
feet was at the basis of a number of notable papers and 
discussions at this convention. This was brought out in 
the papers on radiation. 

The subject of radiators is in which 
man, whether he be contractor or engineer, is vers 


versus warm heads and cold 


one the heating 


muct 
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Instantaneous 
Action 


is certain with the 


M-VB Temperator 


The instant the handle of the M-VB Tem- 
perator is moved, the temperature of the 
water changes as desired. Control is 
quick and positive through all the shades 
from cold to hot. 


The patented construction of this mixing 
valve gives the bather the ease and accur- 
acy of control so necessary in taking a 
completely satisfactory shower. 


This is the mixing valve most in demand 
now for the finest hotels, clubs, apart- 
ments and homes. Your best customers, 
when they know about M-VB, are sure to 
ask you for it. 


A booklet describing the action of 
the M-VB Temperator in detail 
will be sent upon request. : : 


THE AMERICAN PIN Co. 


DIVISION SCOVILL MANUFACTURING CO. 
WATERBURY, CONN. 
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Trade Mark 
Reg. U. S. 
Patent Office 


Made in All Sizes 


Steel ~ Genuine Wrot Iron 
Brass _ Copper 
Standard — Extra Heavy 


Tank Nipples Long Screws 


S. S. FRETZ, Jr., & CO. 


PHILADELPHIA, PA. 


WORKS AT 


PHILADELPHIA me BOYERTOWN 
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that these new ideas had been broadcast widely to the 





[ q All the information heating trade. 
| about radiators For instance, at the University of Illinois it was shown 
1enes5. seems to be in a_ that other things being equal, a horizontal pipe will give 
state of flux. It is off more heat than a vertical pipe, and that the shape of 
_____ | Head of human being. progressive and no_ the pipe has quite a lot to do with its heating qualifica- 
one knows where it tions, and what was still more remarkable that the color 

’ will end. The heat- of the radiators in a house may constitute a 25 per cent 

wae 2 } ing world had about factor in the heating efficiency of the plant as a whole. 
1 Human Shemach heighl come to the conclu- Now comes a heating society of national scope, asking 
Average of Floorand __ Steam Temperature aa sass ican pai talar al ‘Room 1 mperalure at 20 deg 
ened. { Stomach height /s approx | ae at | x 
| Kreeheght ‘tone : aay Tota Rated Tota Rated Tota Rated Tota R 
| me | Se) oe!) Se | Se | Se | Se} Se | ais 
| i $ | 1892 + 86 3.3 1 2 & 100 2.33 , 2 
[| _{ Fane — TT 5 | a | de | od | SES | om oe | 48) Sel 3 | le 
Fig. 4 ; 8 } 622s | 0 $172 16 7 445 8.35 4652 i | 309 ) ” 

: i$ a. = ys 7308 i 007 2 * ” ‘ 4 3809 ; 
sion that the cast iron radiator so mt FS oe : 7309 > ~ Wi aT? 
much in use, was about as far as peel De ame AE I : te a 
the radiator would ever progress, 0 2 > | 13800 - = 200 x ‘s 
when it was brought face to face iS 4 0 iso74 6 | a 4 M 
with copper radiators and radiators porn Se. ee z okss ‘ 4 ‘ 
of many new and sometimes strange 7 | 85 19227 , S060 ra “ ps2 r 14 
designs, far different from the old a 19 es 139 vrs |" 68.4 sti0 | “3 11167 s8 vi0N 
cast iron radiators. . _ ~ ; . ~ , | . 

The college of engineering of the — — , = : 
University of Illinois, in its short == , sare _ oe et > } - 
courses for master plumbers and —_—_— —_—_— —— - 
heating contractors, and articles in Fig. 5 


“Domestic Engineering’ brought to 

the attention of the heating man, many new ideas in 
radiation. These ideas had been worked out in the lab- 
oratories of radiator manufacturers and in university and 
but this was about the first time 


research laboratories, 


whether the steam type of radiator can be abandoned and 
the hot water type used alone. So it was with particular 
interest that the members of the American Society of 
Heating and Ventilating Engineers, at their thirty-second 
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Part of the official photograph of the banquet at the thirty-second annual meeting of the American Society o 
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f Heating 


and Ventilating Engineers, held at Statler Hotel, Buffalo, N. Y., January 27, 28 and 29, 1926 
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annual convention at Buffalo, N. Y., listened to two papers was soon found that the input of current might be red i 
on radiators One paper was by Dr. C. W. Brabbee, of and the lighting effect increased So some adequ it: 
the Bronx, N. Y., laboratory, of the American Radiator measure had to be found to protect the lighting indu 
Company, and the other by R. V. Frost, consulting engi and the public. Gradually standards, usually in the f 
neer and conductor of laboratory tests, Norristown, Penna of candle power, or particular specifications and intens 
The idea was conveyed by the paper of Dr. C. W. Brab based on photometry, were adopted in many countr 
bee that size as well as form of radiators makes a differ- and later expressed in the form of international cand| 


ence. In fact there are a number of conditions which power, which gives a standard unit used throughout 
may affect the heat emitted by a radiator, the nature of civilized world for the technique of illumination. A 
the surface; velocity of the air circulating through and ilar development must take place in the heating scien: 


above the radiator; the construction of the radiator; its If radiators were used merely for condensors and 
height, number of sections, positions in the room, ete for heating human beings, past methods would serve 

As we study past history of radiation we find three purpose very well But one must consider someth 
methods of testing radiators have been used The first more than merely how much heat goes into a radiat 
method, according to Dr. Brabbee, measures the con- or even how much heat comes out of it He must < 
densation of steam passed through a _ radiator (See sider, in addition to this how much of that heat 
Fig. 1.) The second method measures the weight and tributes to the comfort of the man who bought the rad 
temperature loss of water flowing through a water radia tor 4 radiator may be 100 per cent efficient, vet deli 
tor (See Fig. 2 The third method employs a small heat in such a manner that most of the heat will eli: 
electrical heating boiler, supplying steam or water to the near the ceiling while the feet of the victims are cold 
radiator to be tested, returning the water or condensate If we were so constituted that a warm head and cold f: 
to the boiler, the heat emission and the heat loss from the produced a healthful condition, we would not have 
boiler being accurately determined. (See Fig. 3.) much to worry about in this matter of radiation. But 

gut recently, heating men have become concerned not fact of the matter is. as our hygienists tell us, our bod 
only about the heat transmitted from a radiator, but also health can be best attained and maintained by the ver 
amount of heat made available to the occupants of a opposite, a cool head and warm feet 
room. There may be a difference between the heat input A man may ride for many hours in an open car facing 
of a radiator and the output. There may also be a wide i cold wind. If his feet are warm he can be happy ev: 
difference between the output and the amount of heat a though his face and head are exposed to the inclement 
person sitting in the middle of a room may actually feel weather jut reverse the conditions, keep his head warm 

In order to make this matter perfectly clear Dr. Brabbee nd feet cold, and he becomes at once an uncomfortabl 
proposes an analogy in the field of lighting “It was human being The same thing happens in a room whert 
natural to assume,"’ he states, “in the case of electric due to our incomplete knowledge of radiation, the tem 


light, that determination of the watt consumption would perature may be 75 or 80 at the breathing line and 60 to 
be a satisfactory measure of the lighting effect Sut it 65 at the floor. 











Another scene in the banquet hall during the thirty-second annual meeting of the American Society of Heating and Ven- 
tilating Engineers 
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Improve your profits— 
with small effort 


Every month, over 3,000,000 prospective home builders are learning about the economy 
and long life of Byers genuine wrought iron pipe — the pipe of proven rust resistance. 


Write us for information about how to turn this advertising into profits for yourself. 
Many contractors who have used our plan have reported excellent results, with 
practically no effort on their part. Address Sales Promotion Manager, A. M. Byers 
Company, Pittsburgh, Pa. 
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Opening the Door for 


Temperature Regulators 


The Honeywell national adver- 
tising campaign for 1926 will 
broaden the market for Auto- 
matic Temperature Controls. 


Persuasive copy on the greater 
comfort, convenience and econo- 
my of reliable Automatic Tem- 
perature Regulation will prove a 
powerful factor in 


developing new and 
profitable business 
for the progressive 
heating contractor. 

















Of the important domestic 
oil burners listed as stand- 
ard by Underwriters’ Lab- 
oratories, Inc., a majority 
is equipped with Honey- 
well Controls. 











Millions of people will learn about 
the greater simplicity and reliabil- 
ity of the new Honeywell Tem- 
perature Regulators. 


This advertising is opening the 
door for you. Take full advan- 
tage of the opportunity. 


Honeywell Automatic Tempera- 
ture Controls are sold 
only through the reg- 
ular channels of the 
trade. Talk to your 
customers about them. 

















Type R — New 15-20 day 
Honeywell Thermostat 
equipped with dependable 
jewel - balance movement 
LJ clock and accurate ther- 
mometer. 








HONEYWELL HEATING SPECIALTIES CO., Wabash, Ind. 
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INSULATION IN HOUSE HEATING 
N ARTICLE in the annual number of ‘Domestic 
A Engineering” for 1925, told of the hypocausts of 
ancient Rome, which consisted of hot air ducts beneath 
the floors of the rooms in dwellings and which, unlike 
so many of our modern systems, at least kept the floors 
and the feet of an occupant warm. How much of the 
glory of ancient Rome was due to this method of keeping 
the feet warm and the head cool is unknown, but this is a 
condition that must be reached sooner or later in Ameri- 
can homes, schools and public buildings. At least the 
public will some day object to hot heads and cold feet 
which is now looked upon largely as a necessary evil. 

Much progress has been made during the last few years 
in insulating floors. Remarkable progress has been made 
in this line and many products that tend to keep the feet 
warm and reduce down drafts have been developed and 
are now on the market. 

“In general practice,’’ says Dr. Brabbee, “our heating 
systems do not directly warm the floors and should there- 
fore be directed to those parts of the body which are 
particularly susceptible to cold. If we divide a room as 
in Fig. 4, where zone No. 1 extends up to the waist, zone 
No. 2 up to the head and zone No. 3 to the ceiling, we can 
immediately say that most of the heat could be distributed 
satisfactorily and hygienically to zone No. 1, zone No. 2 
will require less heat and excessive heat in zone No. 3 
would be wasted.” 

R. V. Frost has been thinking along this line for a long 
time. Such thinking was doubtless the beginning of the 
two articles by Mr. Frost on concealed radiation, which 
articles were published in ‘‘Domestic Engineering” and 
which showed how heat that might otherwise be wasted, 
could be made available for human comfort by means of 
various types of radiator covers. Such thinking is at the 
bottom of tests that have been conducted and are now 
being conducted, by Dr. Brabbee whose reports are accom- 
panied by many charts and many mathematical data. Such 
data are valuable to the heating contractor, not so much 
for the records of the tests conducted as to indicate the 
trend of thought in the development of better type of 
radiators, or a better and more economical use of the 
radiators that we have. 

The problem of rating and testing direct radiators is an 
important problem to the heating industry and is receiv- 
ing very careful study through research. Every heating 
man should keep up with the times on the subject of 
radiation, and for this reason an analysis of the paper 
of R. V. Frost, given at the recent A. S. H. & V. E. con- 
vention is here presented. 

“Why does the heating industry retain the surface 
methods of rating radiators?”’ says Mr. Frost. “Why not 
adopt in place of it the more convenient and reasonable 
method of rating by heat transmission in B.t.u.?” 

These questions are very pertinent and timely, for 
radiators have been developed recently that vary widely 
from older types in their B.t.u. emission per square foot 
of surface. Of course, as an old adage expresses it, “It is 
hard to teach an old dog new tricks,” and it may require 
some time before a better method of rating radiators 
Will come into common use. 

Dr. Brabbee who was quoted in the first part of this 
article says: “Scientists, engineers and the heating in- 
dustry, with the co-operation of the government or au- 
thorized societies, should determinate a standard radiator 
to be used under certain specified conditions. A standard 
radiator could be made up entirely of plain sections, not 
designed for actual installation but only for comparative 
tests. Then the regular types or new designs of radia- 
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| || The union that assembles tight 
| | and stays tight. 

Save time by using EXCEL 
Unions—they make up tight the 


no fussing with EXCELS. 


\ | Protect the job—protect your 
profits. EXCEL Unions are 
made to stay right. The joint 
is stronger than the pipe. 


We make nothing but unions. 


Your jobber can supply you with 
Excel Unions. 


\ first time. No gaskets to cut, 
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West High School. Denver, Colo., Univent Equipped. W. H. Edwards, Denver, Colo., Architect 


McCarty-Johnson, Plumbing & Heating Co., Denver, Colo., Contractors 


On Your Recommendations 


their Health depends 


Human comfort, health and progress often depend 
upon your judgment. 


Like the Architects, your profession requires you 
to make decisions of tremendous consequences to 
others. 


Your recommendations for ventilating equipment 
in schools, office buildings, telephone exchanges, or 
other buildings where many human beings must 
assemble, work and breathe—have consequences 
reaching far into the future. 


It is therefore important to know about the Uni- 

vent. It is the complete individual ventilating 

machine, which draws fresh air directly from out- 

doors, cleans it, warms’ it to a comfortable tem- 

perature, and diffuses it to all parts of the room, 

providing at the same time an agreeable air motion 
without drafts. 


Write for “Univent Ventilation’— Architect's 
and Engineer’s Edition, which shows how our 
Engineering Department can work with you on 
prospective business. 


There is only one Unrvent, manufadured onl 
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NELSON CORPORATION Moline, Ill 
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tion should be tested and rated relative to this standard.” 

If this plan be expedient, one wonders why scientists, 
engineers, etc., should not determine a standard boiler 
used under certain specified conditions, a boiler of as 
simple design as possible, a boiler designed not for actual 
installation but only for comparative tests and rate reg- 
ular types or new designs of boilers relative to this 
standard. 

Mr. Frost states that “As a unit of capacity, square 
feet of surface is found only in the catalog ratings of 
boilers and radiators, and as a method of rating boilers, 
is now fast breaking down. The B.t.u. is the only recog- 
nized unit used in the calculation of heat losses in build- 
ings and in the capacity rating of all other classes of 
heating equipment. There is just as little reason for 
the continued use of the surface method in the rating 
of radiators as for its continued use in any of the other 


branches of the heating industry. In fact its continued | 


use is a serious drawback to the higher developments of 
that branch.”’ 


Mr. Frost believes that the B.t.u. heat emission method 


is the most conveniént, simple and reasonable, as well as 
the most accurate method with which engineers are at 
present acquainted. But this requires some study for the 
number of B.t.u. emitted by various types of radiation 
varies as much as 60 per cent, a variation of 190 B.t.u 
per hour, to 310 B.t.u. per hour. So of what use is it to 
calculate boiler ratings and radiator ratings with such 
care when here is a 60 per cent factor that is not usually 
considered, and more often not considered at all. 

One objection to the B.t.u. method of rating radiators 
is that heating men have used the square foot method 


or the 240 B.t.u. per square foot of surface method for | 


so long that they do not want to change. That is cer- | 
tainly a severe criticism of the progressive heating man | 


and one which we believe is entirely unwarranted. 


The A. S. H. V. E. has tables of heat emissions by | 


radiators taking this 60 per cent variation into considera- 
tion, and such a table is presented in Fig. 5. These 


tables take into consideration the length of the radiator, | 
number of sections and square feet of surface, but other | 


types of radiation may be devised, new copper radiation 


for instance,—radiation which is the result of more ex- | 


tended tests as to the effect of direction of pipe, contour 


and color. So a code for rating and testing radiators was | 


proposed by Mr. Frost as follows: 

“1. Every style and type of direct radiator manufac- 
tured shall be given a rating of capacity for heat emission 
in B.t.u., for each size from one section to 32 sections. 

“2. The heat emission in B.t.u. shall be determined 


by the heat output of the radiator instead of the heat in- | 


put. 
“2. The term heat output is here used to indicate the 


heat imparted to the air and surrounding objects both by | 


radiation and convection; and heat input as the heat 


transmitted by the steam condensed, or the hot water. | 


“4. The radiator shall be tested for its capacity in a 
test chamber of standard size and construction. 

‘5. The heat input shall be determined by weighing 
the condensation at the return end of the radiator in 
pounds of condensation per hour. The steam at inlet to 
the radiator shall be at least 98 per cent dry, measured 
by throttling calorimeter. The inlet and outlet connec- 
tions between the radiator and the calorimeter and the 
radiator and drip point to receiver shall be insulated. 

‘6. The heat output shall be determined by measuring 
the heat increase to the air from point of entrance to point 
of exit of the test chamber. The test chamber shall be 


















































































Improved 


Model 
— 


Automatic Cellar Drainer 


The PENBERTHY Model ‘“‘R”’ is a cellar 
drainer which you can unreservedly recom- 
mend. It has no springs or complicated 
parts to get lost or jammed, the rotary 
packing movement being based on simple 
natural laws. 


“Installs That’s All” 


Free service calls eat into your profits. 
The PENBERTHY needs neither servicing 
nor maintenance. Its first cost is its last. 
Most good jobbers can fill your order for this 
trouble-proof Cellar Drainer. If yours can- 
not, write us direct. 


PENBERTHY INJECTOR COMPANY 


ESTABLISHED 1866 
1244 HOLDEN AVENUE :: DETROIT, MICHIGAN 


Canadian Plant: Windsor, Ontario 
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Lletstatetetetatetatatestytatatattetstatatetetatetstatstetettatetetatets"( air sealed and insulated so that leakage of heat thr ugh 
| the walls of the test chamber shall not exceed one per 
| cent of the heat input to the radiator. The volume air 
passing through the test chamber shall be measur in 
cubic feet per hour by any device of sufficient pre: -ion 
to insure against errors greater than 2 per cent. 

“7. The temperature of the air shall be meas. red 
within 2 per cent of the total difference between the let 
and outlet temperatures. The temperature differen of 
inlet and outlet air shall not exceed 10 deg. Fahr. 

“8. The air entering the test chamber shall not set 
up unusual air conditions about the radiator, and to chock 
such contingency, recording thermometers shall be located 
at various points in the test chamber to determine the 
temperature of the air over the radiator, the temperature 
at the floor, knee height, breathing line and ceiling, at 
intervals of not to exceed five feet throughout the area 
of the chamber. 

“9. Light ribbon streamers, or air movement indica 
tors shall be attached at each temperature measuring 
point to permit observation, through suitable apertures, 
of the amount of air movement in the chamber. 

“10. The air shall enter the chamber at usual room 
temperatures, or at the temperature at which the heat 
emission characteristics of the radiator are to be deter- 
mined. 

“11. In the calculation of the heat output, correction 
shall be made for moisture content of the air and bar- 
ometric pressure.”’ 

° e . e Y 
West Virginia Gains Many New 
| Members 
(Continued from Page 22 














No. 350 


HUDSON N. P. Ex 
and Waste Bath Fixture, 


sed Top Nozzle Supply 
4-inch supplies, 2-inch 
with china knob and china handles. 
Fixture for legless or low pattern tub where 
waste arm is below the floor. Can be furnished 
top bell supply and with other style handles. 


Another HUDSON Product 


which looks right and works right, be- 
cause it’s made right. And that applies 
to every Shower and Fixture which leaves 
the HUDSON plant. Full value for the 
money, plus prompt service on all orders. 
That is the basis of HUDSON sales and 
satisfaction. If you are not yet getting 
your share of HUDSON profits, now is 
the time to start. 


Order From Your Jobber 


waste, 






HUDSON BRASS WORKS, Inc. 
16-20 Nassau St. Brooklyn, N. Y. 





Women’s Auxiliary of the National Association of Master 
Plumbers, and from C. H. Hagan & Co., of Huntington, 
W. Va. 

A report from Secretary and Treasurer John A. Shank- 
lin, of Charleston, showed that from a membership of 60 


| last year, the association had grown to an organization 
| of 123. 


The Wheeling association, organized after the last 


convention, contributed 37 new members to the state asso- 


| ciation. 


A great deal of credit for the rapid growth of the asso- 


,ciation must be given to Henry A. Spencer, of Clarksburg, 


president. In his report he recounted his experiences in 


| traveling from one end of the state to another, trying to 


get new members for the association. His success in this 
enterprise can be seen by the fact that only three eligible 
men on whom he called to interest them in the association 
failed to become members. Two of them were going out 
of businéss, and the other was not interested. He also 
stressed the necessity of using the window space of 4 
plumbing shop. He reasoned that fifty per cent of the 
store rent was for the show window, so why not make it 
earn a part of the rent? He urged that the members who 
have not already done so should purchase and install a 
set of the books and system developed by the National 
Trade Extension Bureau. One-thing Mr. Spencer noticed 
in his trips was that a large number of master plumbers 
leave their shops for the day, and have no assistant to do 
business. He tried to convince the men to hire stenos 
raphers, claiming that they would pay their own salaries 
by taking business in the absence of the proprietors. 
John J. Vogelpohl, director of the National Associa! 

of Master Plumbers, brought a message from the nati il 
office. He stressed the importance of the apprentices 
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Best Valve 
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That is what a large western jobber says 
after he has sold his customers this valve 
for many months. 


Have you examined the new Flexitite Disc 
Valve that is creating a sensation among 
up-to-the-minute plumbers? This is the 
first stock gate valve they have ever seen 


0-B Brass Valves that always shuts off tight when it is new. 
hee in the following Also, when it is old. Its self-seating design 
eR ; results in a valve which becomes better 
eee ay Gate and better with use. And it is a never-leak 
125 Ib. Standard No. 20 valve to start with. 
100 Ib. Light Std. No. 25 
Radiator Valves Won’t you ask your jobber to show it to 
ae you? You can use this gate valve almost 
Hot Water No. 40 any place—in many places where you now 
Union Elbows No 43 _ install globe valves, because this Flexitite 


Globe, Angle and Disc Valve does not leak. 


Check Valves 






Renew- : 
_ Fibs Ask your jobber or write us 
No. Disc No. ° ; . 
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problem, the education problem and the National Trade 


Extension Bureau. He brought out many interesting 
points in connection with these ideas, and also touched 
on the subject of the new chair of plumbing and heating 


at the Carnegie Institute of Technology at Pittsburgh, Pa 

\ state plumbing code was discussed at length. John A. 
Shanklin, secretary and treasurer of the state association, 
explained how the code committee, which was organized at 
Huntington, had had an act based on the Hoover twenty 
iples drafted by William C. Groeniger, of Columbus, 

This act was sponsored by some members of the 
state legislature, but after having been read from the floor 
it died death 
The convention discussed the means of 
up at the 
It was the consensus of opinion that the members of the 
association had not been very familiar with the code, and 
had not pushed it as hard as might have been done. They 
decided to have a set of the code printed, and one sent 
to every member of the association, at the same time urg- 
ing them to do everything in their power to get the code 
passed at the next legislative session. 

Howard E. Jones, of the National Trade Extension 
reau, gave a talk on the work of the bureau. 
the fact that the principle of the 
work on facts and practices rather than theories 


pril 
Ohio 
of the with a number of 


Senate, a natural 


other bills. hav- 


ing it brought the next session of legislature 


Bu- 
He empha- 
bureau was to 
He said 
that the board of directors of the bureau was largely made 
up of master plumbers, who, of course, had the interests 
of the other master plumbers at heart. He laid stress on 
the fact that the health of a plumbing and heating busi- 
ness depends for a great part on the apprenticeship posi- 
tion of each shop, whether large or small, as a business 
can not expand without capable mechanics. He 
that the average apprentice trained under the national 
plan would be a profitable apprentice within six months. 
Mr. Jones also told of the advantages of keeping costs 
and overhead expenses in a good, accessible manner, and 
told how the bureau could aid master plumbers in doing 
this in the correct manner. 


J. Fred Allen, of the Bailey-Farrell Mfg. Co., Pittsburgh, 
Pa., talked on ‘‘Profit and How to Get It.’’ He stated that 
it is only recently that business men have found how im- 
portant and overhead and if 
anyone wishes to stay in business he must keep astride 
of the times by keeping up with the progress in methods 
of doing business. He said that there was a wonderful 
opportunity in business today for those who will keep 
abreast of the times. Any man who knows his cost and 
overhead from day to day is a long way from going out 
of business, according to Mr. Allen. He believes that 
every master plumber should take a definite salary out of 
his business each month, instead of merely taking what 
is left over after each job is completed. As an example, 
he brought in the case of the mothers who often deprive 
themselves by letting others have things first. A stenog- 
rapher of the best possible type should be in every plumb- 
ing and heating office, Mr. Allen stated, as they will save 
many dollars and much trouble in the course of a year. 
He also thinks it wise to belong to civic organizations. 

He continued by showing that it costs money to make 
money, and the best way to decrease the overhead is by 
salesmanship in merchandising. He disclosed three rea- 
for discounting bills. The two per worth 
while in the long run; you establish your credit with the 
jobber and you make money for yourself. He closed by 
Stating that it is cheaper to borrow money to discount 


sized 


stated 


cost are to their success, 


s0nSs 


cent is 


bills, as you only have to pay one-half of one per cent to | 


borrow, and you get two per cent, a net gain of one and 
one-half per cent. 
(Continued on Page 44) 
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FLOOR & CEILING PLATES 
TENG kw FIVre — 
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The Beaton & Cadwell ‘‘Perfec- 
tion” No. 10 is the Floor and 
Ceiling Plate for permanent 
satisfaction. Made by the orig- 
inators of the hinged plate 
Specify the ‘‘Perfection’”’ No. 10 
and insist on getting it. 


SEATON & CADWELL MFG.CO, 


éstablished 1894 
AND 









Tvertlot William M. Anderson 
WATER Philadelphia Plumber, 
“TI have handled the EverHot 
Heater for some considerable 
5°88 time. I like it particularly 
it to |their friends and that 
4 means more business for me.”’ 
139 : 
| TverHot Wecater Co. 


> 6 6 Says— 
because the users recommend 
Detroit, Michigan 










Positive Afterfill 
Regulating Screw 


One-inch {nlet 


Users of this valve recommend 
it without restrictions. 








25 Parts Make 180 


Combinations 


WOLFF 


BIBBS 


The Wolff Mfg. Corp 
Quality Plumbing 
ance 18565 
CHICAGO - ILI 
Branches and distribu 
tors in all principa 
Cities 
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QUIETER ACTION 
WITH 
EFFICIENCY 
ACHIEVED 















Study the features 
of “Standard” Tank 
Fittings, and satisfy 
yourself they com- 
bine permanency 
with efficient and 


quieter operation. PAT. 
APPLIED FOR 


A. Water Line. Working parts are G. Special construction of plunger pro- 
entirely above water. vides for quieter filling. 


B. All cast parts, including thumb and H. Special design of rubber float gives 
set screws, are of heavy red brass, buoyancy of 5”’ full round float with- 


out danger of dragging on side of tank. 
C. All rods and seamless tubing are of 


commercial bronze. I. Molded Para rubber flush ball, bal- 
; loon type, special design assures 


D. After-fill regulating screw provides maximum. durability. 


positive adjustment of refill, mini- 
mizing waste of water. J. Four post construction gives positive 


centering of flush ball. 
E. Easy adjustment for quiet filling 


under varying pressures. K. Lift rod is of non-corrosive Monel 


Metal. 
F. White china handle harmonizes with 


tank. L. Bronze overflow tube has bell top. 


DEVORO 
F 2200 
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Vital News 


For Every Plumber- 


Better ’Standard’Closets 


What ‘Standard” has done and is going to do in closets 
can mean a real dollars and cents difference to you. 


“Standard” believes that it has developed a line of 
closets unsurpassed. It matches this unexcelled qual- 
ity with the service that only the highly developed, 
nation-wide “Standard” organization can give. 


“Standard” is going to your customers through 
newspaper and magazine advertising and make these 
closets appreciated and wanted. When you install a 
Pembroke Bath your customer will expect you to give 
him a “Standard” Devoro or Purimo closet with it. 
The advertising will put him in a receptive mood so 
that you can more easily convince him to have a 
Devoro installed on the first floor or a Siacto put in 


the basement. 

Beside increasing your closet sales, selling the 
Better “Standard” Closets will mean less trouble with 
your closet installations and so more satisfied cus- 
tomers. Nothing has been spared in research, in 
material, or in manufacturing to make the Better 
“Standard” Closets as good as closets can be made 
today. 

Your customers will have added confidence in 
you when given completely “Standard” installations. 
It is as much an advantage to them as it is to you to 
have “Standard” in back of every fixture and fitting. 


Your Jobber can supply you with Better “Standard” Closets. Use them on your next 
job. They will please your most “particular” customers. Order a Devoro and a Purimo 
Closet to have on display—they will help you sell more high-grade closets. 


Standard Sanitary Mfg. Co. 


PITTSBURGH 
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ontinental 


BOILERS AND RADIATORS 











Side Feed and Easy Firing with 
Continental Low Water 
Line Boilers 


IDE feed is a Continental feature appreciated 
by the men who do the firing. 


A boiler that is easy on the man who shovels 
the coal is invariably easier on the man who foots 
the bills. 


Continental side feed gives perfect fire control. 
With grate bars operating in series of twos and 
threes, any part of the grate surface needing 
attention can be shaken without disturbing the 
balance of the fire and shaking live coals into 
the ash pit. 


Continental Low Water Line Boilers are built 
in regular and smokeless types to burn any kind 
of fuel. They are designed for highest boiler 
efficiency under actual working conditions. With 
low 43and 47 inch water linesthey meet extraordi- 
nary aswell as ordinary installation requirements. 


They are dependable—their ratings haven’t 
been changed in twelve years. Every boiler is set 
up, and double-tested under pressure before 
shipment. 


It’s good business to know the Story of Conti- 
nental Boilers and Radiators—write for it. 


Continental Heater @rporation 
Dunkirk, N. Y, U.S.A. 








—- 














BUILT FOR BETTER HEATING 
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(Continued from Page 41) 


An explanation of the Teachers’ conference to be held 
at the Carnegie Institute in February was given, and a 
was passed that the incoming board of dir tors 
should select two men to attend this conference. 


motion 


The subject of the National convention was brough' up 
and it was decided to send the president and secreta at 
the association's expense As twenty members expressed 
a desire to be delegates to the convention, the following 
plan was adopted to select the official delegates: Thirty 
days before the National convention is to convene, letters 
are to be sent out inviting the members of the West Vir 
ginia association to attend. The first delegates from «ach 
section of the state to answer the letter will be given the 
official credentials as delegates 

A banquet in the auditorium of the Elk’s Club wound 
up the convention. They decided to hold the next con 
vention at Huntington, W. Va 


1927. 


the first Monday and Tues 
day in February, 

The following manufacturers’ and jobbers’ representa 
Harry Quinn, Wil 
liam Brvyar and Fred Allen, of the Bailey-Farrell Mfg. (o 
Pittsburgh; D. C. Harris and O. N. Fischler, of the Wood 
ward-Wanger Co., Philadelphia; H. Arthur Ebbert, A. O 
Wilson and George Lutz, of the Trimble-Lutz Supply Co., 
Wheeling, W. Va.; R. L. Donoghue, of the Bowman Supply 
& Mfg. Co., Inc., Pittsburgh; George C. Beeler, of the Na 
tional Radiator Co., Pittsburgh; R. B. Beitel and A. J 
Sonnefeld, of the Ruud Mfg. Co., Pittsburgh; Harvey Eg- 
gleston and QO. I. Harrington, of the American Radiator 
Co., Buffalo, N. Y.; J. B. Benedict, of the American Brass 
Co., Waterbury, Conn.; J. T. Barry, of Warren Webster & 
Co, Camden, N. J.; J. H. Clarke and Earle S. Crannell, of 
the Pittsburg Water Heater Co., Pittsburgh, Pa.; J. M. 
Morris, of Thomas Maddock’s Sons Co., Trenton, N. J.; 
W. E. Bryar, of the C. F. Church Mfg. Co., Holyoke, Mass.; 
William Hicks, of the Hoffman Heater Co., Louisville, Ky. 


tives were guests at the convention: 


The exhibitors included: The Standard Sanitary Mfg 
Co., Pittsburgh; the Wheeling Steel Corp., Wheeling, W. 
Va.; the Good Mfg. Co., New York City; the Phillip Carey 
Co., Wheeling, W. Va.; the Ray Burner Co., Wheeling; 
the Wheeling Sanitary Mfg. Co., Wheeling; the 
Wheeling; the Klieves Lumber Co., 


srand 
Voleanic Burner Co., 
Wheeling 


ILLINOIS CHAPTER A. S. H. V. E. TO HOLD COMPETI- 
TION IN HEATING PLANT DESIGN 

What might be termed a heating competition is being 
conducted by the Illinois chapter of the American Society 
of Heating and Ventilating Engineers, which body meets 
in the city of Chicago on the second Monday of every 
month. All members of the chapter,.and all members of 
the national body are invited to compete in the design of 
a two-pipe gravity hot water heating apparatus. 

It is hoped that there will be a great many designs 
submitted, and all members of the chapter are urged to 
take part in this contest. The originality of the design 
and the cost are features that will carry weight with the 
judges 

Three prizes, the character of which will be announced 
later, will be awarded to the winners. The committee of 
awards will determine the winning contestants after all 
the designs have been received. The competition will close 
March 1, 1926, at which time all plans are required to be 
in the hands of the secretary, H. G. Thomas, 549 West 
Washington street, Chicago 

Decisions will be made and the names of the winners 
will be announced at the regular March meeting which 
will be held at the Hotel Sherman, Chicago, on the second 
Monday in March, 





1926 
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Triumph! 


The Morgan Line has crashed 
to the top by sheer superior- 
ity. Astounding success 
everywhere is the triumph 
of unique principles. 





Zin i 


nine Control Valve 


Items illustrated on this Chine trimmingsconcealed 
page are only two of a sensa- 
tional series of sales getters. 
Morgan Built-in Work, es- 
pecially, represents the 
greatest progress in modern 
concealed fixtures. 





Mechanical perfection in 
fixtures made of Bronze 
Metal makes this the most 
rapid selling plumbing fix- 
ture line in the market. We 
-© Ball Joint appreciate the trade’s wel- 

















= Tee come to the best. 
ee Selling Through Jobbers. 
MORGAN POP-UP BATH WASTE 
Ba pone ony ng pet og eS The wiongan Bronze Co. 
rd It als Sane ter veut ation in tub pi toh. Cleveland Ohio 


M4 (QO) BAGT/S 
BRON 


HIGHEST GRADE PLUMBING FIXTURES IN THE WORLD 
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V<0-KHay 


STOCKHAM bJ FITTINGS 


Quality i is demonstrated by their performance 





CAST IRON 

OR MALLEABLE 
SCREWED 
FLANGED 
DRAINAGE 

for steam, water, 
gas, oil or air 





Willie Hoppe 


makes all his shots look simple 


Write for our 
complete catalog 


BROOKLYN, N. Y. 





MAN who had no knowledge of 
billiards would think he could 
step to the table and make the same 
But he would find these 
seemingly simple shots only possible 


shots himself. 


after years of practice—a champion in 
so exact a science as billiards becomes 
one only by tremendous concentration 
and hard work. 


Even before we start making Stock- 
ham fittings our laboratory (in charge 
of a recognized metallurgist) has tested 
and passed on the raw materials, our 
designing department has checked a!] 


STOCKHAM 


dimensions and angles of even the 
simplest fittings. And the reason the 
plumber and steamfitter find the use of 
Stockham fittings so simple is that 
alignment 7s true, threads, flanges, 
chamfered faces are exact, as exact as 


Willie Hoppe’s shots. 


And Stockham fittings are not only 
made that extra shade better, but their 
distribution is more economical. Sold 
only through your jobber—the man who 
best knows your needs, doesn’t over- 
stock you, alw ays has ample supply and 
always is your friend in time of trouble. 


Buy from 


PIPE & FITTINGS COMPANY 
BIRMINGHAM, ALA. 
Warehouses with Complete Stocks in: 


CHICAGO, ILL. 


LOS ANGELES, CAL. 


YOUR JOBBER 


SAN FRANCISCO, CAL. 





26 





February 13, 1926 


Minnesota Opposes Permanent | 


Office 


(Continued from Page 22 


orge F. Reeke of Green Bay, Wis., former national 
dir ctor, was unanimously endorsed for vice-president of 
the National Association. Mr. Reeke was present at the 
convention, together with other leading Wisconsin con- 


tractors, who came to repay the visit made by a repre- 
sentative Minnesota delegation to the Wisconsin conven- 
tion two weeks earlier. This delegation comprised F. C. 
Kuetemeyer, Wisconsin state president; E. F. Henoch, 


state treasurer; L. R. Friend, president of the Milwaukee 
association; Joseph Wittig, treasurer of the Milwaukee 
association, and Joseph Brah, Jacob Schuh and Mr. Reeke, 
comprising the state advisory board. 


DISCUSS PERMANENT OFFICE 

XHE discussion of the permanent office plan brought 
7T from Mr. Kuetemeyer the comment that such an 
office, probably located in Chicago, would mean a tre- 
mendous expense without much being accomplished. Emil 
T. Kolar, president of the St. Paul association, moved that 
the plan be condemned and that the National Association 
continue to conduct its affairs as it has always done. 

Mr. Porter, after referring to the opportunity offered 
him as a national director to study the proposal, stated 
that many arguments could be advanced on both sides of 
the question but that in his judgment, the biggest factor 
now is the enmity which the plan would arouse, if adopted. 
He said that different sections of the country were bitterly 
opposed to the proposal and would not support the move- 
ment as they felt it was a selfish one. He had approved 
the plan tentatively at a directors’ meeting, provided it 
could be financed by the members without resorting to 
the method of establishing a trade paper. He feels the 
time is inopportune as the enmity which would be aroused 
would prove harmful to the National Association. 

Mr. Reeke in his acknowledgment of the Minnesota 
endorsement for national vice-president, expressed doubt 
as to whether he could make the sacrifice which that office 
would compel. He pointed out that Illinois is working 
for the permanent office plan but in his opinion, the pro- 
posal had not been properly placed before the National 
Association. Its supporters favored a trade bulletin to 
provide the additional funds which the office would re- 
quire. Mr. Reeke said he had opposed the plan to estab- 
lish such a bulletin as he felt the publications, now 
serving the industry, have worked hard to assist the in- 
dustry and the introduction of an association paper would 
not be fair. He said he was absolutely against a perma- 
nent office, if it were to be financed by a monthly bulletin 
but would favor such an office if the membership would 
support it by paying higher dues. He doubted whether 
this could be done. He stated that if Illinois joined with 
other sections to carry through the permanent office plan, 
in conjunction with a monthly bulletin, he could not 
allow his name to go before the national delegates as a 
candidate for office. 


STUDY BUSINESS PRINCIPLES 
\ R. BERGNER told of his long and thorough training 
1 | in the plumbing and heating industries. From his 
own results in studying every angle of the business, he 
felt qualified to recommend that others should study con- 
tantly how to improve the industry as a whole, as well 
as their own business. He emphasized the importance of 


overhead and strongly recommended window displays and ! 
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Plumbing 


Reputation! 


PLUMBER’S reputa- 
tion—and his pros- 
perity—are gauged by the 
quality of merchandise 
he carries and installs! 


For instance, when you 
install the THATCHER 
Round Boiler you have the 
satisfaction of knowing that 
you are selling your customer 
the very best—a boiler that 
is manufactured and backed 
by a 75 year old organization 
of; heating experts—a boiler 
that will positively deliver 
the greatest amount of heat 
for the least fuel and with 
the least attention. Each 
owner becomes a booster for 
you and your business with 
the result that your reputa- 








Efficient, triangular tion and prosperity are con- 
revolving) grates — tinually increased. 

standard equipment 

for all Thatcher Why not write to us TODAY, 
Round Boilers. an et the whole story about 
Most powerful house THATCHER—our Advertising 
heater — for rated and Sales plan—and just how 
capacity — on_the 


market today! plumbing prosperity? 








we can help you increase your , 


\.. 





THE THATCHER COMPANY 


Formerly Thatcher Furnace Co, 


Since 1850 
21 W. 44th St. 39-41 St. Francis St. 341 N. Clark St. 
New York NEWARK, N. J. Chicago 


HATCHER 


BOILERS-FURNACES-RANGES 
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Manufacturers and Fabricators of The DOLE AUTOMATIC 
SYPHON AIR VALVE—all metal, thermostatic, non-adjustable. 


If you want the best Air Valve on the market, send for 
our diagram blue print showing detail construction 


The DOLE VALVE CO., 1923-33 Carroll Ave., Chicago, Ill. 


“ 
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| 


im} rooms as a increasing 

Sh: rooms, kept clean and with the displays changed 
frequently, will pay and will serve to make the public 

think in terms of more and better plumbing. As items in 

overhead which are frequently overlooked, he referred to 

the average annual depreciation on trucks of $300 to 

$4/ The contractor should pay himself a salary, should 

maintain an adequate bookkeeping system and should use | 


good tools. ‘‘The contractor,’’ said Mr. Bergner, ‘‘must 


attract people to his doors rather than let others do it 
for him. He must give more attention to quality than 
to quantity.” 

e. C. Kuetemeyer pointed out the many accomplish 
ments of the Wisconsin association, which like Minnesota, 
held its thirty-second annual convention this year. He 
felt the Wisconsin plumbing law was a model, but it 


represented 15 years of effort by the master plumbers to 
obtain its passage. The apprenticeship law had similarly 
An plan, the 
helped had proved a 
in He felt that 
without sufficient 
with- 
out business experience. He urged them to study business 
and found that the in the 
are better qualified than some years ago. He stated that 
plumbers make less than business men in other lines and 
felt that a better knowledge of business principles would 
this condition. 


proved successful. insurance started by 


association, had its members and 


the 
master plumbers enter 


real assistance holding members 


many business 
training, many of them as excellent mechanics but 


methods men now business 


correct 
Mr which felt 
could be made to assist the plumbing industry to greater 


Reeke briefly discussed advertising he 
He outlined the meth 
He 


wholesaler”’ 


advantage than it has been used. 
ods followed in several campaigns to stimulate sales. 
felt the 
would attract general support since the manufacturer and 
wholesaler have problems directly 
of the master plumber. 

Mr. Henoch, whose firm employs more than 500 men, 
expressed 


resolution to “make a wholesaler a 


comparable to 


his great pride in the plumbing industry and 


his confidence in the opportunities it offers for success. 
He believes in organization work 
helpful to him in his business. He pointed out the grow 
ing shortage of journeymen and urged the need for train 


ing apprentices. 


and finds conventions 


Mr. Weikert, who has been active in trade association 
work, found too few men qualified to manage a business 
He urged the master plumber to educate himself in busi 
ness principles, such as knowing his products, knowing 
his costs, learning how to handle money and credit and 
learning to be a salesman. He felt that 99 per cent fail 
to know their costs and to have the courage to insist on 
selling at a profit. 


OFFERS MANY OPPORTUNITIES 
 prewee J. WOOLLEY, vice-president of the Wolff 
Manufacturing Corporation, Chicago, and former 
head of the National Trade 
briefly at the banquet. 


Extension Bureau, spoke 
He recalled the need for knowing 
overhead costs. 
tries offer larger opportunities than any other business. 
He felt the experiences of 
others and should be readers of the helpful information 
which is constantly available. The plumber, he 
must realize that his business continues small only 
as the individual remains small 


business men should study 


master 


\t the banquet, talks also were given by B. M 
t} Bros Boiler & Manufacturing Co., Minneapolis; M. 
M. Cochran of the Cochran-Sargent Co., St. Paul; Fred 
Cloutier, chief plumbing inspector of Minneapolis; W. F 


Bros of 


those | 


| 


| 
| 








He felt the plumbing and heating indus- | 
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Bull-Dog Seats 
do not require 
repairs or re- 


placement 
within a dozen 
years or longer. 
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PEAKMAN Sink 

fixtures are made in 

four styles—with and 

without soap dish and 

| with and without hose 
| and spray head. 





SPEAKMAN 
COMPANY 


DELAWARE 


| 
WILMINGTON 


‘ad 


SPEAKMAN SHOWERS 


AND FIXTURES 


“gJhe Red Metal Line 


NIE 


TRADE MARK REG. U.S. PAT. OFF. 
Staple Brass Plumbing Goods 
Concealed Fixtures 
Water Works Brass Goods 
~of Bronze Grade Metal 
in Enduring Quality 
THROUGH JOBBERS ONLY 


UNITED BRASS MFG.CO. ‘*3hié"? 
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End Your Trap Troubles 


by installing a Round Boston 
Grease Trap. It not only gives 
long and efficient service, but 
can be used where space is ex- 
tremely limited 





The large opening provides easy 
access and the cover plate, which 
is the full diameter of the trap 
body, can be removed by un- 
screwing a single nut 


R. Estabrook’s Sons 


204 First St. | South Boston, Mass. 
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“900 Series” 
Sectional Boilers 


will be found very efficient 
in the heating of certain 
types of large, rambling resi- 
dences, the four grate widths 
covering a wide range of 
sizes for both steam and 
water service. 


In their design, the disad- 
vantage of the push nipple 
square sectional boilers has 
been completely overcome. 
The grate areas and prime 


a 4» 4 fm te te te tn th te li tl tl th te lt tm te tt 


i fire surfaces are generous, 
i] = and unusual coal carrying 
‘i capacity enables them to 
i §6=s hold the fire with the mini- 


7} mum of attention. 


Complete catalog describing 
4 these and other popular 
4 Gurney Boilers and Radiators 
gladly furnished on request. 
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GURNEY HEATER MFG @MPANY. 


(7, // “"* T Generat Omces: BOSTON, MASS. 93-95 Oliver St. Fort Hill Square 
(y // RICHMOND, VA., 418 E. Main St. 
\\ lf i x, GURNEY HEATER COMPANY, Incorporated 


; iy, j NEW YORK, Manly St., Cor. Anable Ave., Long Island City 
, PHILADELPHIA, 108 North 17th Street 











Mention Domestic ENGINEERING when writing advertisers. 


























Febuary 13, 1926 DOMESTIC ENGINEERING 


Ch: pman, president of the Minneapolis Master Plumbers’ 
Association; Curtis M. Johnson, prominent in Minnesota 
political affairs. Louis Peter, St. Paul master plumber, 
was toastmaster. George Granse of the Terminal Supply 
c Minneapolis, entertained the delegates with several 
songs during the banquet. 

esident Porter in his annual message pointed out 
th» increase in the work of the association and its gain 
in membership from 150 to 249. His recommendations 
covering the need of a better lien law and a proper code 
were later approved by the delegates. Later, reporting 
as the national director, Mr. Porter told of the construc- 
tive activities of the different national committees. 


APPROVE MANY RESOLUTIONS 

NUMBER of resolutions were adopted. One pro- 
A vided for a continuation of the efforts to obtain a 
proper lien law. Another discouraged the letting of con- 
tracts through a general contractor. The national stand- 
ardization committee was urged to consider immediately 
the standardization of repair parts so that the number of 
items which had to be carried in stock, could be reduced. 
To obtain greater uniformity in installation of heating 
plants, the co-operation of interested groups was re- 
quested in collaborating with the Trade Extension Bureau 
to prepare a course of study in heating which would 
become a standard. 

The president was instructed to name a committee to 
work for a state plumbing code similar to the Hoover or 
Wisconsin codes. Bonding by irresponsible companies of | 
irresponsible contractors was condemned. The trade 
papers were commended for their efforts to assist the 














industry. The formation of ladies’ auxiliaries was en- 
couraged. The Trade Extension Bureau was praised for | 
its work. Uniformity in catalog sizes was requested. | 
The decision was made to work to eliminate stream and | 
lake pollution. A committee was authorized to study the | 
apprenticeship and insurance questions. More public 
comfort stations were requested. A committee was dele- 
gated to bring the advantages of radiator heat before 
the state board supervising rural schools. 

Committees in charge of the convention activities were 
named by President Porter. The rules committee in- 
cluded A. Shetka of St. Paul, W. F. Chapman of Minne- 
apolis and A. F. Cherne of Eveleth. The credentials com- | 
mittee included Fred S. Smith of Minneapolis, E. A. 
Mohrmann of St. Paul, George Greiner of Hibbing, A. A. 
Budd of Austin and S. B. Suydam of Duluth. The recep- 
tion committee was made up of O. G. Johnson, Cy Gibson 
and W. S. Bayley, Jr., all of Minneapolis, A. Shetka and 
Thomas Shea of St. Paul and William Mickelsen of 
Montevideo. The resolutions committee included W. W. 
Hughes and P. B. Harvey of Minneapolis; H. C. Nonne- 
macher and John Maier of St. Paul; Ben Benson of Will- 
mar, Henry Hansen of Virginia, William Sherman of 
Winona and William Mickelsen of Montevideo. The audit- 
ing committee comprised O. F. Kohl of Minneapolis and 
John Holt and A. Shetka of St. Paul. Fred S. Smith was 
the press committee. The nominating committee was 
made up of George Greiner of Hibbing, Charles Wilkins 
of Minneapolis and Fred Beier of St. Paul. W. W. Hughes 
was named to the standardization committee. 

Sales representatives present included W. E. Gillespie 
of the J. A. Sexauer Mfg. Co.; George Gerlach of the 
Union Brass & Metal Mfg. Co.; William Redieske of the 
Continental Sales Co.; J. B. Felton of the Oster Mfg. Co.; 
Paul Wauss, G. H. Muncy, H. L. Coleman and V. J. 
Sjostrom of Johns-Manville, Inc.; ‘‘Sy’’ Martin of H. P. 
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This is the Lead Seal 
Tank Coupling 


It is a rugged little brass fitting used for con- 
necting water heaters to range boilers. Just as 
simple as it looks, but the working principle is 
unusual. That’s what puts it in a class entirely 
by itself. 


This is just one of 40 special brass fittings for 
water heater installations that are shown in 
Bulletin-Catalog No. 3C. It’s free, and you'll 
find it interesting because we believe in pictures. 


Your jobber can supply the fittings, but we'll 
send the Bulletin. A postcard will do. 


The Slack- Horner Brass Mfg. Co. 
1638 Blake Street :: Denver, Colorado 





























The Everite Gasoline Engine Unit 


For those installations where electricity is not available, 
the Everite Gas-Engine Unit is the job you need. 


A child can operate it—-self-contained power unit with a 
4-cycle gas engine. No cranking to start. 
Capacity, efficiency and quality guaranteed. 


Write today for information. 


EVERITE PUMP & MFG. CO. 


LANCASTER - - PENNSYLVANIA 


EVERITE PUMPS 














Martin & Sons; H. E. Agness of the Sloan Valve Co. 
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Model No.2 
Red Top 
Relief 
Vaive 
For Hot 
Water 
Heating 
Systems 





/ Warm houses 
that make warm — / 





A Red Top Tank in-Basement system provides healthful hot 
water heat It makes the warm houses that mean warm 
friends for the plumbing 

It is a system that you can easily install at a low cost, while 
to the owner it means assured safety at a reasonabl price 

A Model No. 2 Red Top Relief Valve and an airtight tank are 
all the special equipment necessary Simplicity itself 

describes the action of the valv as well as the system A 
Red Top Relief Valve is the only valve for this work that 
bears the official approval of the Underwriter abora $ 


NEPTUNE METER COMPANY 
50 E. 42nd STREET, NEW YORK CITY, N.Y 
Branch Offices in Principal Cities 


Red Jop elie? Valve 











Good workmanship 


is not enough! 


A reputation for good plumbing 
and heating service cannot be 
| maintained by the most skillful 
workmen without the use of first 
class equipment 


It is a simple matter to make sure 
of the valves. The Jenkins ‘‘Dia- 
mond”’ on the body of a valve is all 
you need to see to know your men 
are installing a valve that does its job 
and does it well, that aids in keep 
ing good work at its best. 


“Jenkins throughout’’ means free 
dom from trouble due to pipe 
strains. There is reserve strength 
in every genuine Jenkins 





Vig. 106-— Sere 
Jenkins Standard 
Bronz Globe 
Valee 


JENKINS BROS. 


80 White Street New York, N. Y 
524 Atlantic Avenue.. Boston, Mass 
133 No. Seventh Street . Philadelphia, Pa 
646 Washington Boulevard. .Chicago, I! 
JENKINS BROS., LIMITED 
Montreal, Canada London, England 








Always marked with the" Diamond” 


nkins Valves 





SINCE 1664 
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Siphonage 

(Continued from Page 25) 
you will note consists largely of different combinations 
of circuit and loop venting 

A proper method of installing this work would be along 
the lines of Fig. 9 Some plumbing codes, however. do 
not allow the circuit vent to be applied to such fixtires 


as lavatories, and under such codes, the work would prop 

















erly be installed after the manner of Fig. 10, in which 
the lavatories are handled, as far as their venting is 
concerned, just as if they were on a system in which 
circuit venting is not used. 
a é 
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Fig. 12 Fig. 13 

The point that we are trying to make is this,—that out 
of the fifty corrected drawings returned by plumbing in- 
spectors, eight of them showed the work installed accord 
ing to one or the other of Figs. 11, 12 and 13, or ina 


similar manner. 

Fig. 11 O'K.’d by the 
spector of one of our cities having close to a million inhab 
and there is 
objection to the method employed for the sinks and lava 


shows work chief plumbing in 


itants, according to our opinion serious 


tories. As we have explained to the best of our ability 
earlier in the article, the S trap as here used, with no 
| separate vent, presents a perfect example of a siphon, the 


are 


water in the trap representing the liquid which the siphon 
the middle section of the trap the short arm 
which dips down into the liquid, and the waste connection 


is tO move, 


from the trap, the long arm of the siphon. All that is 
needed to set things going in good shape, is for a large 
body of waste to pass down the stack or through the 


partial vacuum thus created will 
entire seal of such trap, or 


and the 
result in the siphoning of the 


horizontal line, 


at least a part of it. 

In all drawings, as we understand it, the 
is that the circuit vent on the line to which these fixtures 
vent these S traps effectually. We 
at all, and are fully convinced that 
must be in frequent operation on such systems 

our large cities 
drawings is conside 


idea 


of these 
attached, will 
cannot see it that way 
siphonage 

We 
where 
first 

If it 
plishes 


the 


know of at least three of 


the 


very 


work shown in these red 
class. 

proved that this sort of venting accom 
stop talking 
but until such proof is offered, we feel it our 


It would be fine thing 


could be 


good results, we would against 


practice, 
a wonderfully 


duty to condemn it. 


(Continued on Page 56) 
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Get the Genuine 
ARMSTRONG 


andf$you get a Hinged Pipe Vise 
which is not an imitation of some 
other make, but the original from 
which imitations are copied. 


Genuine ARMSTRONG Hinged 
Pipe Vises will enable your men to 
do more work and better work with 
less trouble. 


Made from the best Malleable Iron, 
with Hardened Steel Jaws and all 


parts interchangeable from stock. 
Your jobber has them. 


Ask him 
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~ pe se 
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Vise Jaws for Brass Pipe The ——ws Co. 
ri , . 


To Fit No. 1 Vise 


A set of these jaws should 
be part of every plumber’s 
equipment. They are in- 
expensive, easily attached 
and prevent damage to 
brass and nickel-plated 
pipe. 















IMPROVED « HINGED « PIPE « VISES 
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Before you sign a contract 


OR the small home and other 
small building (up to 8,000 
cubic feet) the Ideal Vecto Heater 
brings solid comfort at lowest cost. 


54 DOMESTI sINEERING 


It brings this at a price that is 
within reach of anyone and 
it warms the whole home for the 
usual cost of heating one room. 
Its warmth Is the nearest approach 
to Radiator warmth thai anyone 
could have without the use of 
radiators. 





6 


The Ideal Vecto Heater 


THE VECTO HEATER is an ornament in any room. 
It requires no basement for installation. For more or 





less heat you only need to turn a handle. Compact and 
self-contained, it may be moved like furniture. It burns 
either coal or wood and will warm faithfully and effi- 





ciently for a lifetime. 





No basement required. The Ideal Vecto 
Heater is placed in any living room and sends its 
healthful warmth circulating throughout every 
other room. 


Comfort in every room. One owner writes, 
“It burns very little coal, not more than the old 
heater, yet the Vecto Heater heats the whole 
house, upstairs as well as downstairs.” 


A turn of the handle gives more or less 
heat. With Vecto it is not necessary to watch 
over the fire or stoop to adjust the damper, or to 


YONDA 
SMOKELESS 





NG when 


spend time and trouble in regulating the fire. For 
more or less heat only a turn of the control handle 
is necessary. 


Easily installed. The Vecto Heater is easily 

installed. Only a chimney connection is required. 

Within an hour the Heater is ready for operation. 
' 


Low Price. The advertised price on the Vecto 
Heater is $97.00, available to your customers in 
the way they like to buy—easy payments. But 
you do not have-to wait for your money. We 
finance each sale-for you. 


ROUND 


writing advertisers 
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-| —see the Vecto salesman 


R the Heating Contractor, 

the Ideal Vecto Heater opens 

up tremendous possibilities for a 

new and wider field of service. It 

can be easily stocked, sold and 

delivered like any other piece of 
merchandise. 





You, too, can make over 
$300. in one day 

Several dealers have reported that 
they have sold their entire stock 
of Ideal Vecto Heaters in one day. 
Each sale brought a real profit— 
altogether over and above their 
usual earnings. 

You can make the same kind 
of profits. 








To help you make more profit 


AT THE RIGHT are shown some of the sales helps 
which are at your disposal. These include a window dis- 
play, advertisements to run in your local newspaper, four- 
color Vecto leaflets which will be imprinted with your 
name and address, illustrated letters which we shall be 
glad to send to prospects, and attractive catalogues printed 
in many colors. The Vecto salesman will explain the Vecto 
Profit Plan to you. 





Before you sign any contract—see the Vecto salesman 


AMERICAN RADIATOR COMPANY 


Showrooms and sales offices: New York, Boston, Providence, New Haven, Newark, Philadelphia, Baltimore, Washington, 
Richmond, Buffalo, Pittsburgh, Cleveland, Detroit, Cincinnati, Atlanta, Chicago, Milwaukee, Indianapolis, 
St. Louis, St. Paul, Minneapolis, Omaha, Kansas City, Denver, San Francisco, Los Angeles, 
Seattle, Toronto, London, Paris, Milan, Brussels, Berlin 











pr------c-ccc 


| AMERICAN RADIATOR COMPANY 


Direct Mail Advertising Dept. 101 
1807 Elmwood Ave., Buffalo, N.Y- 
GENTLEMEN: Please send me broadside of local dealer 
Vecto ads, and a supply of Vecto consumer leaflets with 
my name and address imprinted. 

Yours very truly, 


$ 
Name 


Address 


To Bs 


SMOKELESS 
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“CHICAGO’”’ 
No. 2 


ing Machine 
For 


Production and Precision 
Threading 


PORTABLE 


Capacity 4” to 2” Pi 
o 4” to 14” Bolt 














FEATURING: 
Quick Die Change 
Automatic Die Fiead 
Three Speeds 
Perfected Oil Control 


Send for Catalog. 
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CHICAGO PIPETHREAD MACHINE CO. 


Office and Factory: 1615 Racine St., RACINE, WIS., U.S. A. 
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[ RANGE BUILER? 
meena 
WM. B. SCAIFE & SONS CO. 
Founded ~"* ‘sms Pittsburgh 
wa” WRQUERS) “as 
“ 











Armstrong Bros. 


PIPE CUTTERS 


and Cutter Wheels 


Write for free 
catalog 








All Kinds- 

All Sizes 
Equipped with Armstrong 
Bros. Improved Knife Blade 
Cutter Wheels made from 
ALLOY TOOL STEEL 
ARMSTRONG BROS. TOOL CO. 
323 N. Francisco Ave. - Chicago, U. S. A. 

















UNCONDITIONALLY GUARANTEED 


»ARROW> 


TRADE MARK 





rmm=Aawn 
NAZP— 


PNEUMATIC—STORAGE—SPECIAL 
Black or Galvanized 


The Novelty Steam Boiler Works Compan 








Factory, 917-929 8S. Howard St. Baltimore, Md. 
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(Continued from Page 52) 

if actual tests under working conditions could be made 

which would show just what happens in such a plumbing 


It would be an excellent problem for some eng 


system 

neering institution to investigate. 

12 shows a peculiar situation. Apparently the fix- 
A and B are believed to be fully vented thro 

That being the case, why vent 


Fig 
tures at 


nN 
= 


the circuit vent extension. 


the fixtures at C and D,—why not use S traps on these 
two groups, and believe them to be vented just as A and 
3 are? This is contradictory. Another point in Fig. 12 


is that only one of the fixtures at E is effectively vent+« 
This connection should be like that at C. 

Another contradictory thing to be noted in the cas: 
11, is that in another part of the drawing, a lin« 
connections like those of Fi 


= 


Fig of 
bath rooms is shown with 
14. We think it a very pertinent 
these lavatories should have individual vents, if they 
not required in Fig. 11. 

In Fig. 12 the toilets in the basement are vented prop- 
erly, as also those in Fig. 10. These same fixtures, how- 
11 and 13, we do not consider to be effec- 

In both layouts, the only supply of air to 


yo 


question to ask why 


ire 


ever, in Figs. 
tually vented 


the basement water closets is through the soil stack. 
whereas to be really effective, a supply of air from the 
vent stack should be brought in, as shown in Fig. 12. 

Our readers may think it strange that we use up so 


In answer, we would say that 
to us it is a matter of very great importance. If there were 
an occasional small town installing plumbing in this way, 
it would not be of special importance, but when we see 
three of our very largest cities allowing such venting, as 
well towns, it strikes 
that it is something that ought to be changed, and that it 
is therefore up to us to talk against it. 

The writer is entirely surprised to learn of this situa 
tion. He had supposed that practically all of the large 
cities were on such a good footing in their sanitation, that 


much breath on this subject. 


as numerous smaller cities and 


us 


work of this character would not be countenanced. In the 
work of the Schoolmaster and His Class, however, the 
practice has made its appearance time and time again 


We have again and again criticized the practice, and so 
far as we know, no one has come forward with testimony 


in favor of our position on the subject, or in support of 


the itself. We would certainly like to see the 
question debated, and sincerely hope that those who have 
worked for years under ordinances allowing venting of this 


practice 


























all should work toget lier 




















type, will give us the 
benefit of their expe- 
rience, both for and 
against. 
In our work in these 
, articles, we mean to be 
perfectly fair, and are 
always ready to give a 
hearing to both sides of 
any subject,—so let's 
hear from you on this 
question. These and 
other articles of this 
character should be re- 
garded as a public con- 
ference on the subjects 
presented. In this was 
— for the betterment of 
the plumbing tra 
Here is a committee 





meeting that is ope! 
every master plumb: 





Fig. 14 











BUSINESS CONDITIONS IN LEADING JOBBING CENTERS 











CHICAGO 


have favorable to 


and the 


Weather conditions been general 


maintaining building operations at an active rate 
actual therefore, for 


causing jobbers to make steady 


need, plumbing and heating goods 
purchases In all sec 
tions of Chicago, evidences of building greet the eye in 
the form of small 


buildings, schools, banks and big hotels and clubs. Every 


and large apartment tore and offic 


week new announcements appear of various projects which 
start at once. Real 
and keeping 

Although, relatively, this is supposed to be a quiet season 


are to estate men are opening new 


home-building activity alive 


subdivisions 


in plumbing and heating, the slack is being well taken 
up while business is waiting for the spring season to start 
the rush. Jobbers’ stocks, as a rule, are being kept just 


abreast of demand from the trade, a characteristic of cur 


rent business being that few orders are designed to 


stocks very large ahead of the time when consumpt 
quirements call out the goods Thus, with the trade a 


busy as it is, manufacturers report a good volume in the 


steady number of orders for small-sized lot 
about 


little 
and their ability to secure goods as 


Buyers are showing apprehension price 


needed In practically 


needs for a short time ahead when prices stiffen 


ing their 


and buying as needed in the meantime 


In some parts of the Chicago district, jobbers are giv 
ing the trade unusual protection in the w f guarantes 
against price declines and price advances and urging the 
placing of orders for actual requirements for future ship 
ment As a whole, however, price re firm and little cor 
plaint is heard of concessions being offered to stimulate 
buying. 

Soil Pipe 

One large foundry had not advanced prices last week to 
the new quotations issued by most maker but the effect 
of the increase has been to establish firmly the ber 
sheet here was a fair buying movement to cover fo! 
shipment during February and March and prac l 
foundrie have good booking against whicl ! 
shipping steadily Jobbers’ stocks are in good shape, |} 


they turnovers and are releasing foundry 


report quick 


hipments regularly Foundries are in position to make 


prompt deliveries of most ize 


Steel Pipe 


Steadiness continue to mark the movement of this 
commodity There is an active consumption taking a fair 
volume out of jobbers’ stocks and replacements necessary 
as a result are maintaining mill shipments at an active 





all lines, manufacturers are in position to make prompt rate Wholesalers’ stocks are ample and mills are meeting 
shipment of orders received. In practically all line the requests for quick deliveries in satisfactory manner. Prices 
price situation does not warrant precipitate action. Prices are firm and unchanged 
are steady and time to cover against- advance is made Wrought Iron Pipe 
available, as in the case of soil pipe, whose advance of 2% Jobbers’ stocks are adequate for pick-up requirement 
points announced two weeks ago has been the last market and their orders, as a rule, are not building them beyond 
change of importance, with the exception of the price of minimum working levels. Mills are in position to make 
nipples which increased approximately 20 per cent with a prompt deliveries and report a steady movement, aggregat 
number of makers a few days ago Thus, buyers are ing a fair tonnage Direct shipment busin i active 
doing little speculating and moving conservatively, cover- Prices are firm and unchanged 
CURRENT NEEDS MEASURE SIZE OF ORDERS 
 TORMS in many sections of the country held up time. Manufacturers’ shipments, therefore, ar ing 
\' building operations and the delivery of goods toa forward steadily in about the same volume as jobbet 
considerable extent last week and, as a result, the vol- sales. 
ume of plumbing and heating supplies moving into con Price movements are indicative of strengt! 
sumption was temporarily curtailed. This was a lull, pipe prices are firm, although all foundri t 
however, in the midst of a well expanded plumbing and gone to the new advanced sheet announced recent 
heating program in which the rate of activity seems Nipple prices have been advanced approximately 20 
to be slightly ahead of normal for this season. Practi- per cent by some manufacturers. A large range boiler 
cally all lines are in good demand, with current, actual manufacturer has issued new net prices to jobber 
needs measuring, in most cases, the size of orders suggesting resale prices for both wholesaler | master 
placed. Jobbers have assorted stocks, adequate to take plumber. Prices of pottery have not change but ar 
care of the trade’s requirements satisfactorily, and do reported firm. Prices of other lines continue uw 


not seem disposed to build them much larger at this 





changed 





























S, IPPC SE you were given the order for 
plumbing fixtures in a palace. You'd think 
a long time and deliberate carefully before 
youd act! Yet when it came to the closet 
combination you wouldn't worry a bit! 


i 


The new T, N ONE-PIECE would be 





For here is the ideal closet combination 

1. tractiwp fm -eably differe . 
ly attractive,noticeaDly Gilferent, pos 
itively a step in advance of any other design. 


r . t ive vou the fu 
particuiar t ti new and nov ] 
f t | nati n Wi t i 


The new T/ N ONE-PIECE CLOSET COM 


i fi t 4 i 


icone dh ;, 
BINATION embodies every feature you have ever 
7 7 
f plumbing ware. We 
? } 1? 4 
. fin f a ) +) tl sf ere stam fy 
y FLUE LU >t “A tL WU/bbt OUT +} 
] } 
tep aneaa iy VOUT ¢ ym petit T 


W. A. CASE & SON MFG. CO. 
Avenue BUFFALO, N. Y. 


Pottery: ROBINSON, ILL. 


220 Delaware : 


= — 


— 
{TN} 


wie CLOSET 
SILENT NON-OVERFLOW 


|= TRADE MARK PATENTED AND PAT. PENDING 
rl — L cheondtainemnaieeiaiiaiastaei 


Mention Dom 
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Enameled Ware Jobbers’ stocks are not larg Deliverte in be made 
bbers are buying mainly for actual needs, although promptly 
factory shipments include, as well, releases against orders Wrought Iron Pipe 
placed earlier. The trade is constantly taking a fair Demand upon the mills conti I 
volume of this material and manufacturers are receiving all orders being small and calling for i: ed 
a satisfactory business to keep jobbers abreast of these although one or two large ut-of-town } ire now ready 
uirements. Production is at a good rate and factory for wrought iron pip Prices hae not changed 
stocks are well assorted and ample Deliveries can be Soil Pipe 
made promptly. Prices are firm and unchanged While the increase announced a week ago not beer 
Pottery followed by all foundries, it has firmed pr that 
Prices are unchanged and firmer than they have been business being placed ts at a 2%4-point advance. D nd 


hé 


for some time past. Some jobbers have bought heavily igs not large, but specifications agair 


for stock, but actual needs continue to dictate the size of increased. Deliveries are prompt 


t commitments These aggregate a fair to good ape 
lume, and makers are taking care of the business entered Specials are in good demand ciel 
in satisfactory manner. bers are selling a fair amount of ware and I 
Range Boilers not large. Prices have not changed. Deliv e pI p 
One large manufacturer has issued new net prices to yn staples. 
bbers on its trade-marked boiler averaging about the Enameled Ware 
same figures on the 30 and 40-gallon standard sizes as An active demand is reported 


those of the August, 1925, sheet, but showing a reduction § while another finds jobbers delaying t} 
Tx 


in prices of the other sizes and on the extra heavy boilers Wholasale stocks generally 


are apparent rather (ne 





It, also, suggested with this sheet standard resale prices jarge manufacturer is reported t 
for both the jobber and the master plumber Aside from tion slightly Prices are firm Raltees 
this move, the range boiler situation is unchanged, the heing made promptly 


, lean if ave e n effect s a ef rj jovem- f 
low prices which have been in effect since early in Novem Range Boilers 


r ing , ‘ umbe ) ake while some y 
er still being quoted by a number of maker while mie Varying reports are received .from 


till show no disposition to take business at such a marke tobb 


ers, one manufacturer finding a heav 1 
Reports, therefore, vary, although in the aggregate a satisfactory call for early omer 
fairly good volume of range boilers is on order and being different makers. and thie ta evidenced |: 
shipped. A plentiful supply of all sizes is available tions to the trade. as well. Manufactur: ms 


» , Pare , 
‘rs ass Goods 
Plumber Bra i 1 cases are large, and prompt 


Manufacturers’ prices have not changed and appear 


Plumbers’ Brass Goods 


2 3usiness on order is being specified against liberally, . . , 
orm. Dusin oe ' D , < k Many makers find that most jobbers } é ver 
dicat ry a willingness on the part o jobbers to keep . 
in iting a ll ) n 1 I jo t . their cast brass requirements, but on iT , nufa 
stocks well assorted and at good levels Current buying is ms 
cks well assorted an otis ; neverthele reports an active demand The call 


nainly to fill in holes in stocks, although there are re : ; : 
enisosss: > fill o ; i tubular products is in good volume, orders being b 
ports of future buying from jobbers who have not hereto 


: : for both immediate and future delivery No new pr 
fore ordered heavily. Manufacturers are in position t 


, changes have been reported Deliveries are being 

rive satisfactory service on orders enterec . 

F satisfactor} rvi yn orde i atisfactorily 
Boilers and Radiators ? as 

. , ; , Boilers and Radiators 

New buying for current needs is not very active, 


P : New business being placed not large, b 
although contracts being let are putting a fair amount ; 7 
. ; aia were heavy during the first week in Februar lue ft 
of future delivery business on makers’ books. Shipments fact that ; : lef 
, fact iat much material was deterred unt 
continued in good volume during the week, the low price ; 
to take advantage of the low period pr: 


period causing many to release orders they had in. Makers 
are prompt. 


NEW YORK 
PHILADELPHIA Very bad weather conditions during the fst fod 


have good stocks and are able to make prompt deliveries 
Prices are unchanged. 


of February have slowed down building ope 

3usiness in plumbing and heating lines in the Phila- Q@poater New York district, as well as !n Northern New 
delphia district is beginning to pick up. While there are yo.cay and Western New York State. Th 
still some jobbers who find demand from the contractors 54+ on to the job with the usual facility has prevented 
somewhat slow, the greater proportion find that their +h. contractor during the period covered by th report 
volume for the first month of 1926 was larger than for ¢4m making heavy calls upon the jobber for nd 
the same period a year ago. Profits are more satisfactory, {t, a certain extent this has been reflected in t rrent 
too, as the price cutting among wholesalers which pre business being done by the manufacturer 
vailed for a year or more is now causing little complaint Wholesale stocks are in general no mor: , 1 ate 

Manufacturers are finding a fair buying movement from gor normal current busine however. and a fer 
the jobbers, mainly to keep stocks filled. Prices are gooq demand from the trade will exhaust mar 
stiffening in many lines, several jobbers stating that ‘his condition is leading to reports from many maker 
makers are not offering concessions as freely as they did that the wholesalers are showing great interest in qu 
in the past several months. tions, even when orders for their products do not 

Steel Pipe mediately follow. 

Mill representatives who a week ago told of slow Building prospects for the year los exce nt Thi 
lemand now report fair shipments but new buying is still true not only of New York City and immediate environs 
below that of a year ago. Prices have not changed also of outlying cities served | w Yor} I I 
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Have You 
Ordered Yet? 


@ The 1926 edition of DOMESTIC ENGINEER- 
ING CATALOG DIRECTORY is the biggest 
help of its kind ever offered to the plumbing and 







































ah, § \ heating industry. ; / 
\\ ee @ It opens to the buyer all the market places and / ff 
\ \ \ puts him in direct touch with the concerns who / a 
\ ‘\ make the products he is constantly needing. It . / / 
\ solves the problem of locating the sources of sup- / a 
\ ply of all items on specifications. / rd 


€ Bound in one volume are the condensed catalogs 
of 450 manufacturers of plumbing and heating 
supplies. Over 2,000 articles are listed with 
trade names and names of the manufacturers. A 
comprehensive system of indexing each section 
makes it a big time-saver for the user. There is 
also an alphabetical list of manufacturers with 


\ 


~ 


\ 
ek ek 
erect ptt iE” : 


\ complete addresses. 4 
\ 7 ‘ * A . # ro 
a € Your buyer needs this service every day. To Ye aa ae 
. ° . ° . . 4 F 
avoid possible disappointment in getting your ee 7. 


copy, fill out now and mail the coupon below, as 
the edition is limited. 


1976 Pages—Standard Catalog Size, 734" x 105%" 


DOMESTIC ENGINEERING 


Directory Department 
1900 Prairie Avenue 
CHICAGO, ILL. 


\ 












Please send us prepaid a copy of the 1926 ‘‘Do- 
mestic Engineering Catalog Directory,’’ for which 
we agree to pay $5.00 upon receipt of the book. 


Name 
Street 


City 
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$ ) in t in ex 
0 ws r litior 
Soil Pipe 
e+ rve factors in the | pipe market 
] week née r large con 
t} , established February 1, and 
I tior f tl ller foundries are making 
Current business is not great 
for tt e Deliveries 
Steel Pipe 
ng received from either makers or 
r er the quantity of steel pipe sold. Mills find 
] being small and for im 
| I t changed Deliveries 
Wrought Iron Pipe 
‘ nd w felt by the mill but th 
the | one tl time of year 
f f week to week Price 
t VV } are not lareé De 
le promp 
Enameled Ware 
the yber has not been as heavy 
A rt time ze master 
ng fair quant f ware Manu 
! hi I nd deliveries an be made 
tock ire large enough to care for 
! Pr have not changed 
Pottery 
I fined to a lal n l the ag 
t cor lerable q ntit A sligt chang 
[ tior oT urge maker ji tated to 
f f t! tris t being used On 
he reduction of approximat 21 per 
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i 1 are firr thar hort tim 
D n be 1 le in good time 
Range Boilers 
Or I y find r celerated demand, thi 
é ed an re by another producer. Price 
! } I with more than one estab 
el still f Deliveries are prompt 
Plumbers’ Brass Goods 
} find ar demand for their goods 
I O r goods maker also has the 
p I factory now working 24 hours a day 
DI l } price changes have been re 
erjies by 1 t maker re as wanted Whole 
tock ppear t etter on cast brass than on 
ir f l 
boilers and Radiators 
The usual early February conditions apply, spotty cur- 
rent né I large shipments because of the period 
{ r hang No chan in sheets has been reported 
Deliver ire prompt 
y ‘ 4g ‘ 7 ‘ Y 
NEW ENGLAND 
A. 4 ve J Ad -. 

h torm of the past week that crippled transporta 
tion to a very rious extent has had the effect of holding 
back business in all line Deliveries of material by job 
bers to »bs off f the main highways has been held up 
because of inability to get any where near the delivery 


of goods from railroads to jobbers’ 


the cartage 


ocks has in a like manner been wed up Present 


consists mostly of emergency 


jobbing and repair 


conditions are temporary and new con 





GIN | RING February ] 
truction plans are still being carried through on 
The price situation shows general steadiness 
Manufacturers’ shipments reflect the buying poli 
has prevailed for the past few months, this beir 
material needed to keep stocks well assorted and 
of demand rather than heavy commitments on spec 
January compared favorably with January of last 
many jobbers stating that more business was dor 


January, 
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attitude of 
expecting 
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entered last year and new buying is not heavy J 
report quick turnover, thus making necessary shir 
releases, so that a steady movement is taking plac 

still a large amount of business on books of fo 
for future delivery which insures activity at that 
for the next few months Prices are firm at the re 
vance 

Steel Pipe 

suying by jobbers is in the nature of fill-in 
to keep stocks at good levels Demand from the 
is steady but not heavy. Mills are working at 
capacity, keeping abreast of demand to insure pr 
ervice to their customers Prices are firm and unch 


demand o 
steady movement ¢ 
tonnage 
all needs 


Prices are 
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firm 


Mills report a good activity and suffix 
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for stock 


regular 


the nature of 
Manufacturers’ 
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small fill-in lots 
reports vary. 


claim to be quiet and not inclined to go after busine 
a loss while others state that they have heavy con 
ments on the books. 
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-ACIFIC COAST 
| A A A A yee aX 
ere Was very little change noticeable in Coast jobbing 


during the week and business generally is holding 


expectations. 


California, in particular, bountiful rains during the 
‘ week have dispelled any fear of a dry year and have 
d to the optimistic feeling as to the outlook for 
| ness in the near future 
Soil Pipe 
ken as a whole and considering the period of the 
il pipe is in good demand Distributors generally 
ble to take care of present requirements and have 
lerable tonnage enroute from the foundries. Job- 
b prices to the trade remain unchanged and are holding 
Steel Pipe 
demand for this commodity continues normal for 
period of the year with very little change noticed in 
past weeks. Most distributors have ample stocks and 
p! pt delivery is the rule on mill shipments Jobbers’ 
f stock prices are unchanged and seem to be holding 
Enameled Ware 
Enameled ware reflects a sustained demand and known 
! is assure maintenance of this demand. Distributors 
illy have good stocks and prompt delivery is the 
! on factory shipments Jobbers’ prices are holding 
Pottery 
The demand for pottery continues good for this period 
year. Jobbers have well assorted stocks and prompt 
e can be obtained on factory shipments Jobbers’ 
p! are unchanged and holding firm 
Plumbers’ Brass Goods 
Out of stock sales by jobbers continue satisfactory and 
the demand for this commodity appears to be increasing 
Distributors have good stocks and prompt deliveries can 
be btained on factory orders Jobbers’ prices to the 


remain unchanged, and are still soft in some Coast 


ng centers and firm in others. 


Range Boilers 


There was no noticeable change in the demand for 
inge boilers during the week and sales continue in 
lerate quantities. Jobbers’ prices are holding firm 


The Metal Market 





Feb Ave Average Average 
g Jan., 1 Nov., 1925 1925 
I IRON 
Foundr ( gz 
irnace $23.00 $23.00 $22.75 $22.00 
KS AND SHI I 
rile it Pitts 
rg l 1.85 1.90¢ 1.8 1.95<« 
annealed = sheet 
rgh, per 2.50¢ 2.50¢ 2.40c 2.45¢ 
heet Pittsburgh 
It ‘ 3.35¢ 3.25 3.30¢ 
zed st t Pitt 
gt per 4.60 4.60¢ 4.506 4.45¢ 
ts tir 62.25c 
R— 
Lal » b. re 
14.45¢ 
I ‘ 14.20¢c 


igo -+» 9.806 
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The Old Metal Market 





lers 
Per 
Llun 4 17 
I t ey A 
rass gent O% s 
Brass, | l 
Brass é 8 
Copper, cr 
‘OT ‘ 
ry’ Pe ss a, - 
The Stock Market 
Quotations ke 8 
A me an Radiat { 4 
A me n Radiator ¢ i 
Ana a Copper Mining i 
i ins wick-Balke-¢ er 
A.M. Byers 
‘ 4 ( 
Crane C preferred 


Fairbanks, Morse & ¢ 
Hert H I 
Jones & Laughlin Steel Cory j 
Michigan Copper & Brass ‘ 


‘ ' 
Nelson Corporati 





National Lead Co col 
National Lead ¢ prefe 
National Rad ( 

Ohio Braas ¢ A 

Ohio Braas ¢ J 

U. 8. Cast Ir Pipe & | 

{ S. Cast Ir Pipe & I 

U. 8. Rubber 5 
U.8.R er ¢ preferre 
U. 8. Steel ¢ t 

U. 8. Steel Corry eferred 


Walwort! 
Williams Oil-O-Matic Heatir 
Wolff Manufacturir 
Youngstown Sheet 


Compar 
ompany 


g Vor 
& 7 


FURTHER DETAILS OF MEETING TO ADOPT DIMEN- 
SIONAL STANDARDS FOR VITREOUS CHINA 


PLUMBING FIXTURES 
Held Recently in Washington, D. C 

Complete minutes of the meeting held in Washingtor 
D. C., January 20, of vitreous china plumbing 
manufacturers, for the purpose of considering 
standards for this material, have been released I} 
dimensions adopted, with a variation of % t neo} 
permitted, were practically as run in “Domestic Engit 


ing’ in its issue of February 6, compiled from infor t 
secured by a staff reporter. Standard roughing-in dimer 
ions for all water closet bowls, syphon jet, reverse trap 
and washdown, are 12 and 14 inches. The 14-in. dime 
sion was not shown on the washdown bowl in the report 
which appeared last week. The dimension indicated as ‘'D 
on pedestal and wall lavatories in last week’s articl 
for center to center of cock holes. which was not clearly 
indicated. 

In addition to the report run in “Domestft Engineer 
ing,” it was recommended at the conference that tl 
standard height for juvenile bowls be 13 inche althougl 
objections to the 13-in. height have been received by 


mail, with the suggestion that 13%-in. is preferable, t 
give sufficient trapway and to meet certain plumbing 
regulations 

The conference voted to eliminate all side supply ter 
closet bowls of the floor type 

It was voted to adopt the following test for vitre 


china plumbing fixtures, the ware which fails to 


test not being considered vitreous china 
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A fractured piece of material taken from any part of a April 8 and 9, 1926.—The fourth annual convention of the 
, —e ont . aciati f Plumb , ‘ 
tr " hir r mbing fixture. after being immersed in na and M issippi Association of I mbing a ut. 
I a I I ” . 
1lers, at Bogalusa, La 
red niline nk for ne hour ha not how any dis 
: April 12 and 13, 1926. ant ntion of t} ‘ 
olorat n tl the gl nd ha not how tbsornp P Y ' 
~ <3 . bama State Association of Master Plumbers, at Montg 
t r x} brok ‘ preate d pth thar fa I below Ala 
rface of fracture at any point.” April 13 and 14, 1926.—The annual convention of the M 
The conference Iso voted to approve for application to igan Association of Plumbing and Heating Dealers, at ala 
closet bowl ind tank the following wording on label mazoo, Mich., with headquarters at the Hotel Burdicl 
7 , } ’ . . 1 > ae = April 15 and 16, 1926.—The annual convention of the Arkan 
rt is a h el nd valuable piece of vitreou 
. ; } Master Plumbers’ Association, at Hot Springs, Ark 
r 7 } r ‘ | n 
. aad . ‘ 
. : . : April 19, 20 and 21, 1926. The annual convention the 
} . f 7 art f +} a , 
: = — 4 ted Master Plumbers of Texa it San Anton ith 
spection by competent and experienced mer The tern headquarters at the Gunter Hotel 
‘Regular Selection’ does not mean that tl article is April 26 and 27, 1926.—The annual convention of the G 
without bler ! It i imp ble to make large piece State Association of Master Plumbers, at Savannah, Ga 
of vitreo china plumbing fixture without flaws of some April 27 and 28, 1926.—The annual convention of the C 
kind and these minor blemishes have not been overlooked rado Society of Sanitary and Heating Engineers 
n the grading of t} rtiels TI niece has been graded April 29 and 30, 1926.—Th¢ nnual convention of the V 
. ginia State Master Plumbers’ Association in Lynchburg, Va 
ir rdanc nif f ling rul lopted by tl aa , 
May 3 and 4, 1926.—-The annua mvention of the Florida 
initar I wees onju yn with the United Stat Master Plumber Association, at Miaml, Fla. 
? ‘ C rol f +} | y Yrié if erce ° ome . 
Bureau I tar wepartt nt Commer May 10 and 11, 1926.—The annual convention of the Nortt 
A committee of seven wi appointed on simplification Carolina Master Plumbers’ Association, in Goldsbor« N. C 
to meet in Pitt I Febr ry 2 report on March May 14 and 15, 1926.—The annual convention of the Or 
10 agair t W } tor M f t} ) ttee ar Master Plumbers’ Association, at Corvallis, Ore. 
H. } Begler A ™M. Maddocl Raymond Crar Philip May 17 and 18, 1926. annual cpnvention of the Ter 
: nessee Master Plumbers’ Association, at Chattanooga, 


May 17, 18 and 19, 1926.—The annual convention f the 
California State Ass ition of Master Plumbers, at L 








ex-officio member i aticete nals 
, * ted ft mmenc ; ot the r forty pe! 
; , : , rer May 26, 27 and 28, 1926.--The semi-annual meeting of the 
trade mark or name be ndelibly marked in the ware in American Society f Heating and Ventilating Engineer at 
h pe t t he ble fter installation | netor K 
© € > ” * TT a sect { ) ; i f © 
The followi: mmittee wa ippointed te mit re May 27, 28 and 29, 1926.—The nd conve ntion th 
National Association of Plumbing and Heating Salesmer n 
nmendations on grading rule for lavatorie George : 
git 2 ‘ ; < Detroit, Mich., with headquarters at the Book Hotel 
( <albfleisct H. S. Maddocl George E. Hoffman and an , 
Kalbf sea ; ? — ma 1, 2 and 3, 1926.—-The annual meeting of the Nat 
! Fair ] ‘ . gills 
I Fairchild District Heating Association, at Niagara Falls, N. Y. 





June 1, 2, 3 and 4, 1926.—The thirty-seventh annual con- 
of the Heating and Piping Contractors National As 


Convention Dates a eee 


June 21, 1926.—-The annual convention of the Kentuc 
February 24 and 25, 1926.—The winter meeting of the Cer . > 
’ . Ky., with head 





Master Plumbers’ Association, at Louisv 
ral Supply As it mn (Chie y vit h¢ ; arters at tl . : 
H : iarters at the Kentucky Hotel 
Drake ote! P one 
wats June 22, 23 and 24, 1926.—The forty-fourth annual conven 











March 2 and 3, 1926.1 innual convention of the North tion of the National Associatic of Master Iumbers, at 
Dakota Ass ation of Master Plumbers, at Minot, N. D Louis Ky., with headquarters at the Brown Hotel 

March 8&8, 9 and 10, 1926.—-The annual conven f the In October 11-15, 1926.—The eighth annual convention of the 
liana Se ety of Sanitary Engineers, at Lafayette, Ind American Gas Association, at Atlantic City, N. J. 

March 9 and 10, 1926, rhe annual conventlor f the Maine 
et ee WESTERN N. Y. CHAPTER, A. S. H. V. E. HOLDS 


/ JANUARY MEETING 

March 15, 16 and 17, 1926.—The annual convention of the 2 ai c i 
Kansas State Master Plumbers’ Association in Kansas City O. K. Dyer, of the Buffalo Forge Co., Buffalo, N. Y., 
Kansas was the principal speaker at the January meeting of the 
March 17 to 23, 1926.—The first annual National Heating Western New York Chapter of the American Society of 
ind Ventilating Exposition, to be held in the New Madison Heating & Ventilating Engineers, which was held at the 
S re Garden. Ne York Cit: , . ‘4 a » ~ . 
. , Hotel Buffalo in Buffalo, N. Y. rhe meeting was pre 
March 22, 23 and 24, 1926.—The annual convention of the 5 


eae ceded by the usual dinner which was attended by 35 





Miss ri State A tlon of Master Plumbers, at 7 
M members and guests About a dozen more arrived later 
March 23 and 24, 1926.—1 t t on Y to hear Mr. Dyer’s talk, which was on ‘Recent Develop- 

? - =, vat. i e annua convention of New or 
State Association of Master Plumbers, at Binghamton, N. Y ments in Small Fan Construction.” The talk was ill 


March 24, 25 and 26, 1926.—Spring meeting of the National trated by a number of colored pictures which were thrown 


e 


As ation of Brass Manufacturers, at West Baden, Ind on the screen showing the field for the small fan in tl 


March 29, 1926.—The annual meeting of the Heating ang home. Three distinct uses were set forth: For ventilating 
Piping Contractors New York State Association, at Utica, the home, for supplying forced draft to the house heating 
N. 3 system and the furnace fan for circulating the air to all 


April 5 and 6, 1926.—The annua eonvention of the Okla the rooms The following officers were nominated for the 


homa State Ass tion of Master Plumber: in Oklahom: : . 5 
ag meager eg ; ‘Klahoma ensuing year: President, Roswell Farnham; first 
City, Okla with headquarters at the Huckins Hotel : ; 
president, H. P. Dempsey; second vice-president, F. J 
April 6, 1926.—-The annual convention of the Massachusetts Wei . P. Wadl ee 
State Associatior f Master Plumbers, Inc., In Boston, Mass eider; treasurer, C. adley; secretary, O. K : 
The meeting closed with a very pleasant surprise from the 


April 6, 7 and 8, 1926.—Third annual convention and ex- . ; : 1 
position of the American O!l Burner Association at Detroit, entertainment committee which had arranged for a special 


Mich., with headquarters at the Book-Cadillac Hotel program by professional entertainers. 
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Dayton Dealers Are iis 
Money — Here Are the Reasons 


NCLUDED in the DAYTON 

dealer plan is every sales 
advantage you could wish for. 
DAYTON water systems are 
complete and dependable—they 
sell easily and require no serv- 
icing. 
We do three-quarters of the 
selling for you. Your gross 
profit on the sale is your net 
profit and our liberal factory 
discount makes the profit one 
worth going after. Each pump sale 
usually includes an order for a 
good bill of plumbing fixtures 

this gives you a double profit. 


THE DAYTON PUMP & MFG. CO. 
Dayton, Ohio, U. S. A. 


An extensive sales and advertis- 
ing campaign goes direct to your 
prospects over your name. With- 
out any investment on your part 
we build a business for you 
profits come in the year around. 
Look at it any way you like, you 
can’t get around the fact that 
DAYTON is a selling propo- 
sition, that will make 

money for you as it 


is building profits 20 GALLONS 
for hundreds of DAY - PER HOUR 
TON dealers every- 

where. Send for 

details. 





Get the facts about the DAY- 


TON Dealer Plan now before 
you forged. Just clip and 
mail the atlached coupon, or 
for convenience — pin it to 
your letlerhead. 





‘ Ohe Improved © 
BAYTON ‘CUB’ 


P OIRECT PRESSURE WATER SYSTEM 


The DAYTON ‘‘Cub” 
is the greatest utility 
water system on the 
market. Dependable, 
economical and effi- 
cient this little giant, 
with a capacity of 200 
gallons per hour, sells 
for only $85.00. 


A ready sale awaits 
the DAYTON ‘‘Cub.”’ 
Liberal profits await 
the dealer who sells it. 
Don’t let the oppor- 
tunity pass. 

The coupon will bring 
you the DAYTON 


selling proposition and 
_ Write 


catalog _ free. 
for it today. 


°8 
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water do the running 


























Water Heater 


taneou Ga ‘ 


Three T ype . 








IcemeAutomati Storage Si 
| fem 


ity, 24 gallons 





Pressure 


? 


Automatic He ater 
Valoe Typ 


24 and 3 gallon . 


( apacity, 





W ater 
Capacity, 212 and 3 


Instantaneous Bath 
Heater 


gallons per minute. 





= 


T ype A Automatu Inatan- 


6 Suze 210 8 gal ons per 
minute 
Cottage Automatic Heater 


Moderate Price. Capac- 
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Humphrey 
Hot Water 
Cheapest of All 


That is a fact, and we can prove it to your 
final satisfaction both by laboratory tests 
and by figures secured from owners, show- 
ing amounts consumed and the fuel bills over 
certain stated periods. 


Most of the inventive genius and engineer. 
ing skill that have gone into the making of 
Humphrey Automatic Gas Water Heaters 
have been directed toward the solution of 
this problem—kleeping the fuel bills down. 


The result of this effort over a period of 40 
vears can be stated as follows: 


The cost of heating water is lower on a 
strict per-gallon basis with a Humphrey 
Automatic Gas Water Heater than by 
any other method or device known. 


The furnace coil, the coal burning heater, 
the ordinary copper coil tank heater and all 
other devices commonly used for water heat- 
ing in homes are included in this comparison. 


If this is true, you certainly want to know 
it, for operating cost is a far more important 
consideration for your customers than the 
first cost of the heater. A Humphrey Auto- 
matic can be purchased and operated for 20 
years or longer at a cost that is trivial. 


Greater satisfaction, convenience and com- 
fort, at less cost than by any other method 
of water heating, is assured in every home 
you equip with a Humphrey Automatic. 


Let us send you our new book of facts giv- 
ing detailed instructions and diagrams for 
proper installation; specifications and meth- 
ods for determining correct sizes for vari- 
ous requirements. Write today for this 
valuable data. 


HUMPHREY COMPANY 


Kalamazoo, Mich. 
Ruud Mfc. Co.) 


HumMpPHREY 


Automatic Gas Water Heaters 
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Instantaneous Shower Bat} 
Heater. Bath Heater and 
Shower Complete. 





Copper Coil Tank Water 
Heater. Three Types: 30 to 
80 gallons capacity. 


ae 


af tia 
a ree 





Humphrey Automatic Stor- 


age System. Three Sizes: 24, 
40 and 66 gallon capacities 





Humphrey Multi-Coil Auto- 
matic Storage System. For 
office buildings, hospitals, 
hotels, etc. Can deliver in any 
capacity desired. 
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Running Water on the Farm 
(Continued from Page 20) 


tefore going into this business, however, I would advise 
you, to become thoroughly familiar with the various out 
fits on the market, and assure yourself that the outfit has 
been on the market for some time, and has made good. 
Select a reliable firm, one that is willing to stand behind 
you and their apparatus. 

Get all the information you possibly can from the manu- 
facturer and the factory 
install your first outfit and instruct you thoroughly, not 
only on the trouble that 
develop in the future so that you will be able to take 


if possible, have a man from 


installation but on any may 
care of such troubles promptly. 

In places where a spring is near, the hydraulic ram may 
be used to good advantage. With the hydraulic ram, water 
can be lifted providing the supply is located 4 ft. or more 
the ram. With the hydraulic ram the 


quantities can be discharged tanks at 


following 
the 


above 


into storage 
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heights given, with a 114-in. drive pipe, a %-in. delivery 


pipe and a head of 4 ft. between the storage tank and 
the ram: 
i a. Sa re .540 gals. per day. 
6 @t. 1976....«.... .240 gals. per day 
aaa 160 gals. per day 
oN REY te ood dai rewire ......120 gals. per day 
es I isn ene Gawd rate Ra 8a 96 gals. per day 
De ees bells his os ese Ren 64 gals. per day. 
Se a er eee 42 gals. per day. 


These quantities may vary somewhat depending on the 
operating conditions. 

Are farmers worth the plumbers’ serious consideration 
and time in trying to sell them not 
and lighting outfits but 
Most decidedly. Where farms are supplied with electric 
power 


only running water 


plumbing and heating as well? 


current or where lines installed within easy 
reach of the farming district, your chances to sell both 
running water and plumbing fixtures are still better, but 
go after these sales for they will 
neither is a farmer likely to drive 


without 


are 


you must not come to 
you over the telephone, 
and give 


It is the writer’s desire to be of the 


into town you an order solicitation 


utmost service to 
the plumbing trade, and if there are any questions he will 
gladly answer them. The time to act Profitable 
can be secured for installations in the 
This business carries with it a good margin of profit and 
should not be overlooked. 


is now. 


business spring. 





FUNDS LACKING TO ENFORCE SEATTLE BONDING 
LAW 

The bonded license law, the licensing of 

journeymen and bonding and licensing of master plumb- 


ers, passed by the city council of Seattle, Wash., recently, 


requiring 


will not become effective until some method is devised 
to raise funds to carry out the plan. The ordinance, 
which passed the council unanimously, did not provide 


for funds to employ clerical help or to recompense the 
board of examiners required. As the budget 
been made up, the money cannot be had from the general 
fund and the proposition of asking the 
special appropriation is not considered feasible. 
it is stated, 
lished, the small sum required to carry the work on for 
the remainder of the year may be raised through donation. 
This license 

provides for a 
$50 per year, a renewal 
at 82,000. 


city has 


council for a 
However, 


if the legality of the action can be estab- 


law, as previously mentioned in these 


master plumber 
fee of $25 


columns, license fee of 


and a master’s bond 














CURTIN | 
Noiseless Tank Fittings } 


are not only quiet and easy to operate 


but effect areal saving in the amount of ‘jams 
water required for a complete and sanitary 
flushing. Being non-corrosive, they last (7 ji) 
longer, need less repairs and give greater ¢ > 
satisfaction under all conditions. 

Your Jobber or Tank Manufacturer Can Supply You 


A. F. CURTIN VALVE CO. 


MEDFORD o%e MASSACHUSETTS 




















ESTIMATING 
RADIATION 


is a very simple matter 
when Perrigo’s ‘Table of 
Estimated Radiation” is 
u 


This table, consisting of 
two charts, one for steam 
and one for hot water 
radiation, is u and 
recommended by some of 
the best authorities in the 
trade 


The charts have been 
computed from standard 
recognized rules. They 
will enable you to know 
you are right. And they 
will save you time, waste and worry. 

Given the amount of glass surface, ee wall and 
cubical contents, the radiation requi for any size 
room can be read easily and quickly. 

They are printed in two colors, on heavy celluloid, 
making four pages, size 4144x67% inches, substantially 
bound together with cloth. 

Perrigo’s Table of Estimated Radiation will pay 
for itself if used only once or twice during the heating 
season. And it will outlive several such seasons 


Price, $1.00 Postpaid 





Domestic Engineering 
Chicago, III. 


1900 Prairie Avenue :: 
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What Are You 
Doing About This? 


Surrounding this copy are advertisements of mail- 
order houses and other direct-to-consumer merchan- 
disers of plumbing material. These are reaching into 
the country, small towns and big cities, bidding for 
business that is justly yours—business that should go 
through the plumbing trade, leaving a fair profit in 
the jobber and plumbing dealer’s hands. 


What is the burden of this sales story? Price! Price! 
Price! And still more price! “Our prices are lower.” 
“We sell for half.” “Sacrifice sale.” Always price. 


If they were only bidding for the business, it would 
not be so bad. But they are bidding for it and getting 
it and in increasing volume. With your open con- 
sent? No. With your silent acquiescence? Yes. 


What are you doing to meet this competition? You 
render a service to your customer. Do They? You 
guarantee satisfaction on the complete job. Do they? 


Rendering such a service—guaranteeing complete 
satisfaction, can you sell quality merchandise, main- 
tain a decent level of workmanship and meet their 
prices? 

Are you content to buy the same plumbing goods that 
these direct merchandisers are selling at a higher price 
or even at the same price? If you are, you are helping 
to maintain the manufacturer so that he in turn can 
assist the direct merchandiser to undermine your bus- 
iness. Furthermore, you are lowering yourself in the 
eyes of the public by offering the identical merchan- 
dise that they can buy from the direct-to-owner man 
at a lower price. 
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What We Are Doing! 


We are voluntarily placing on every STAR NACO 
Range Boiler a label stating that this boiler is sold 
through the plumbing dealer only. 
The label is new. The policy is thirty years old. We 
have always sold exclusively through the plumbing 
jobber and dealer. The label pledges us anew to the 
continuation of that policy. 

The label frankly states that the plumbing dealer who 
buys a STAR NACO Boiler pays more for it than for 
ordinary boilers, thus his customer knows that he is 
getting the highest grade of fixture. 

Is that constructive? Is that in the interest of the 
plumbing contractor and jobber? 

How about the policy of other manufacturers whose 
products you sell—range boilers, bathtubs, brass 
goods, etc.? Wouldn’t it be well to study them? 

By so doing can you hope to know those who are work- 
ing against you, and those who are working with you. 
The STAR NACO is the Boiler to which is hitched a 
profit for plumbing contractor, jobber and manufac- 
turer. They cost more because they are worth more. 
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This is the 
label that 


now ap- 


NACO 











The Star Naco Boiler is sold ONLY through the plumbing trades 
Detroit Range Boiler & Steel Barrel Co., Detroit, Michigan 


New York - Trenton - Toledo + Chicago - San Francisco 
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Haas 


Flush Valves for use in combination with 
all styles of bowls for all classes of 
service to operate under low or high 
pressure water supply 

Water Closets for every type or class of 
service 

Frost Proof Closets. Direct flush 
or after flushing. 


Write for catalog. 


Philip Haas Co., Dayton, O. 















; Here's the hanger made with both up 
3) and down and sideway adjustments. No 
‘ accurate placing of anchor bolt necessary. 
ANG For ANY wall—any type of radiator. 


*. HEALY-RUFF COMPANY 
770 Hampden Ave. - St. Paul, Minn. 


s “A big help to customers” 
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High Grade Brass 
Body and Parts Throughout 


The PRIER Radiator Valve 


i whose stem is positively non-rising 
eo body and parts are high grade brass 


throughout with genuine Jenkins 
disc—and which has an unusually 
high lift—that describes The Prier 
Valve. Good to look at — easy to 
open — it satishes your customers 
Ask for Folder D. 
WALTER H. PRIER CO. 
230 E. Ohio St. - (TTT escape alsa 











MORE KITCHENS 


have Classic Sink Fixtures 
than any other combina- 
tion faucet. The demand 
increases steadily. So do 
prohits—ours and yours. 
Why trouble with clumsy 
imitations when you know 
what Classics will do? 


CHICAGD irccsecrromnce 
FAUCETS ~ == 
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Resale Prices 


(Continued from page 23) 


| at the price paid therefor, and (2) that such manufact iirer 
| after reasonable opportunity to inspect such article shal] 
have refused or neglected to accept such offer and (3) 
that such article shall be sold by the wholesaler or retailer, 
as the case may be, only with prominent notice to the «on- 
sumer that the price of such article has been reduced be- 
cause it is damaged or deteriorated in quality, as the 
fact may be. 


ARGUMENTS FOR AND AGAINST 

HE argument for such legislation as was broucht 
| = above, has been that it is the producer’s responsi- 
bility all the way to the consumer for the quality of the 
article and for the conditions under which it is sold. 
Therefore, he should, with the restrictions mentioned in 
the Kelly-Capper bill, have the right to control the article's 
resale price and enforce that control. 

Arguments against such legislation are that it makes 
no provision for the distributor who finds himself in need 
of speeding up turnover through reducing price in order 
to get ready capital, nor does it make any provision to 
cover the normal, legitimate asking of a lower price tlian 
a competitor which the more efficient or fortunately placed 
distributor has always exercised, a privilege which has 
been to his own and the public’s benefit. It interferes 
with the system of price freedom under which the public 
enjoys the benefit of competition among distributors. 

Such latter arguments point out that the problem of 
“proper restriction’ is inseparably bound up with the 
necessity for differentiating between that form of price cut- 
ting which may be described as “predatory” and such re- 
ductions in price as owe their origin to other than ‘‘pre- 
datory’”’ motives. They define price cutting as “predatory” 
when a wholesaler or retailer takes advantage of the buy- 
er’s knowledge of the resale price by cutting this resale 
price and attempting to recover any loss of normal profit 
on the branded article whose suggested resale price he 
has cut by charging a price to yield a greater than normal 
profit on other articles, while leading the buyer to believe 
by his advertising or otherwise, that the cut price which 
he is offering on the branded article is paralleled by lower 
than normal market prices on other articles on which he is 
actually receiving a higher than normal profit. 

,This predatory price cutting is admitted to be not only 
an injury to the public but an unfair form of competition. 
However, according to these opponents of resale price 
legislation, as an unfair form of competition it has already 
shown itself subject to governmental restriction under ex- 
isting legislation. They say that under the law proposed, 
the price cutter who cuts from sound business motives 
rather than from predatory motives would be eliminated 
from trade and the consumer would pay the cost of the 
inability of distributors to compete on” branded mer- 
chandise. 

To return to arguments for the maintenance of resale 
prices, advocates state that distributors would be able to 
compete on branded merchandise but the standard prices 
would put the emphasis on quality and service instead of 
on lower prices. They point out as some of the advantages 
to the consumer in buying merchandise whose quality and 
whose conditions of sale are protected by the producer that 
the consumer is insured a maximum of return for a known 
outlay, he is at once able to assign responsibility for causes 
of dissatisfaction and to give credit for satisfactory services 
and he is able to avoid the goods if they do not satisfy him 




















On the other hand, there is the opinion that so-called 


| price cutting, made possible by efficiency, large purcha 





Jerse sane Se 


ee eres Sree 








February 13, 1926 DOMESTIC ENGINEERING 71 











New Capitol 
No. 620 Junior 
Laundry Bibb 





& 


QUALITY BIBB—NEW LOW PRICE 


One short, easy turn directs the flow of 
water—this feature appeals to the user. 


Two reversible tub clamps, an advantage 
especially appreciated by the plumber when 
the laundry tub has been set close against 
the wall. 





Made entirely of brass, rough nickel-plated 
all over, except the hexagons, which are 
both machined and nickeled. Unionsare JOBBERS 
of ‘heavy ball joint pattern—absolutely Wire or Write 


for 


trouble-proof. New Low Price 


COMPLETE CATALOG OF CAPITOL 
BRASS,GOODS SENT ON REQUEST 


CAPITOL BRASS WORKS 


2300 Franklin Street 


——DETROIT, MICH 
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A Left Jab Doesn’t Always Make A Champion 
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TACO Indirect 
Water Heater 
for use with 
Steam Heating 
Boilers 


Mention Domesti 


He was a likely looking 
chap, so the fight manager 
gave him a chance in a few 
preliminaries. And he left 
jabbed his way to decisions. 
Then one night he met a real 
battler who ignored the left 
jab, so our hero eventually 
took the count. 


Capability in only one de- 
partment will not work well 
in water heaters, either. Taco 
heaters are designed to meet 








those extreme, unexpected 
conditions, which if  con- 
quered, will mean new cus- 
tomers and more profits to 
you. Like true champions, 
they overcome the most diffi- 
cult conditions. While behind 
them is an organization with 
a record of proven worth, 
whose time-tried ability to 
make the right kind of mer- 
chandise at the right price, 
is unquestioned. 


THERMAL APPLIANCE CO., Inc. 
342 Madison Ave., N. Y. 


Do you sell oil burners? If so, write for infor- 
mation concerning the Taco Semi-Indirect, es- 
pecially recommended for use with oil burners 


U niversal 
TACO Hot 
Water Genera- 
tor for use with 

ot Water 
Boilers. 
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etc, is inherent in the laws of commerce and in uniformity 
with public interest and to prohibit it would eradicate the 
economies in distribution introduced by superior organiza- 
ti by superior purchasing ability and greater efficiency 
that 


widespread, 


There is the opinion predatory price cutting is an 


evi! which is not harms only the occasional 
manufacturer and distributor and is of small significance 
pared with the evil which would result in the enact- 


ment of legislation which ‘‘would put the favored manufac 


turer in the position of a Czar, to exercise absolute and 

capricious control not only over his own profits and meth- | 
ods of sale, but also over the profits and conditions of sale | 
of those who buy from him.” 


‘o refute that, there is the opinion that as long as there 


is no necessity upon the consumer to purchase any partic- 
1 brand of article, control of prices would not make 
any manufacturer a ‘‘Czar.’’ On the other hand, resale 
price legislation would tend toward better quality and 
conditions of sale and production costs could best be kept 
down to a minimum by a careful adjustment to known 


price standards. 

Some feel that the right of the manufacturer of iden- 
maintain resale prices 
would result in hurting the small manufacturer who could 


not afford to popularize his article in the same way as the 


tified products to establish and 


large. Some feel that it would require government regula- 


tion of manufacturers’ profits 


WHAT DO YOU THINK? 
EASON after reason has been cited for such legisla- 
R tion. after against. 
The few related here can, perhaps, suggest what is being 


Reason reason has been cited 
said and thought on this subject and guide the individual 
master heating manu- 
facturer in forming his opinion. 

Many bad trade exist, the stamping out of 
which would make competition cleaner, fairer and produc- 
tive of more profits. Whether this proposed legislation 
would eradicate evils which are now hurting trade without 
which is 


plumber, contractor, jobber and 


practices 


substituting others just as bad is the question 


now before the industry. 




















February 10, 1906 


The Trenton Potteries Company's offices are now in 


entire ground 


The second 


newly arranged 
floor of the old 


occupying the 
Trenton, .N. J. 


floor will be used as a showroom 


quarters, 


building at 


1906 - 


Frank S. Hanley, who has held the position of assistant 
f the National ¢ } twltee of the ( onfte le rated 

upft / tiation and of the Association of Manufa 
“rey nd Job} f | Supplies, has been pro 
ed to the position of secretary, made vacant by the 


dward 


——_ —_———— ] 9 () § —___—_ 


Balderston & Co., of Trenton, N. J., 
move to the building which they recently purchased at the 
corner of and Jackson The 
on Greenwood avenue and 150 ft 


resignation of Charles W. Vi 


Warren will soon 


Greenwood avenue street 
building occupies 600 ft 


n Jackson street, 
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A High Grade 
Packless Steam 
Radiator Valve 
of Approved De- 
Sign, Offering 
the Graduated 
Feature at a 
Reasonable 
Price. 









GRADUATED 
PACKLESS 


Quick Opening 
STEAM 
RADIATOR 
VALVE 


“Built Right 
to Stay Tight’ 











Also manufacturers 
of a complete line of 
high grade steam 
and hot water valves 
in all standard sizes 
and patterns 


Your Jobber Can 
Supply You 


OMMONWEALTH 
BRASS 
ORPORATION 


mF Detroit, Michigan 
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How the Cost 


ol the Average Pipe 
¥ Installation is Divided Up | 


ONE WAY OF REPRESENTING IT 


If you were a Master Builder at work on an important arch, you 
would see that each stone was the right size, shape and material — 
but above all else you'd make sure of a good Keystone—for the 
length of time the Keystone does its work well determines the 
value of the other, stones in the arch. 


Value Depends on How Long Pipe Lasts 


Likewise, in a pipe installation, the value of the installation labor and material 
depends upon how long the pipe lasts. 


Durability —- “‘standing up’’ under severe working conditions and resisting rust 
“to the last ditch” are qualities for which COHOES Genuine Wrought Iron Pipe 
has a well earned reputation. Every piece tested by hydrostatic pressure 7 to 10 
times higher than it will ordinarily encounter in actual use. Guaranteed full weight. 


“Pipe Troubles Stay Out— When Cohoes Pipe Goes In” 
COHOES ROLLING MILL COMPANY 


COHOES Genuine Wrought Iron Pipe NEW YORK 


‘eS = Ii 
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THIS WEEK 


AMONG MANUFACTURERS, WHOLESALERS AND THEIR SALESMEN 











COMPANIES RECENTLY ORGANIZED 

Red Hed Manufacturing Co., Boston, Mass., has been 
incorporated with a capital of $50,000, to manufacture 
brass fittings. The incorporators are: Henry L. Weston, 
Wollaston, Mass.; Horton L. Miller, Melrose, Mass., and 
Joseph G. Lufkin, Arlington, Mass. 

R. B. Crocker Co., of Boston, Mass., has been in- 
corporated with a capital of $25,000, to deal in pipe and 
fittings. The incorporators are: John L. Sullivan, of 
Dorchester; Robert B. Crocker, of Belmont, and John W. 
Guinee, of Medford, Mass. 

NOW IN NEW LOCATIONS 

The Audiffren Refrigerating Machine Co., New York 
City, recently removed its general offices to the new Mur- 
ray Hill building, 285 Madison avenue, in that city. 

The Griscom-Russell Co., formerly at 90 West street, 
New York City, recently moved its general offices to 285 
Madison avenue, near Fortieth street, in that city. 

The Paul Ayres Co., 386 Jay street, Brooklyn, N. Y., 
has moved to 282 Observer street (Pipe Line boulevard), 
Rockville Centre, Long Island, N. Y. 








W. T.G. A. TO HOLD MID-WINTER MEETING 
The Western Trade Golf Association will hold its annual 
mid-winter meeting Saturday, February 20, at the Illinois 
Athletic Club, 112 South Michigan avenue, Chicago, at 
1:30 p.m. Luncheon will be followed by a short business 
meeting. 








LEHNEN & WEBB IN NEW QUARTERS 


Lehnen & Webb, manufacturers’ representatives and 
distributors of plumbing and heating supplies, are in tem- 
porary office quarters at 527 West Roosevelt road, Chi- 
cago, following a fire which recently destroyed their 
warehouse and offices at 1624 South Clark street. At 
these temporary offices they are handling direct shipment 
business and rushing completion of permanent offices at 
the new warehouse which they have leased at Fourteenth 
place and Clinton street. They expect to be in these 
latter quarters and conducting business as usual within 
a few days. 


AIR CONDITIONING CONCERNS COMBINE 


sy the acquirement of the capital stock of the Atmos- 
pheric Conditioning Corporation of Philadelphia, Pa., the 
Carrier Engineering Corporation, of Newark, N. J., has 
effected a consolidation of the two air conditioning con- 
cerns, retaining many of the heads of the first named com- 
pany in executive positions. The air washer business of 
the Atmospheric Conditioning Corporation has been pur- 
chased, however, by Strandwirch & Scott, Inc. Under the 
new plan, John F. Hale, formerly president of the Phila- 
delphia company, will represent the Carrier Engineering 
Corporation in an engineering capacity in Chicago, as will 


E. Nesdahl, formerly chief engineer of the absorbed con- 
cern. H. A. Terrell, formerly treasurer, will be in charge 
of a construction force for the Carrier Engineering Cor- 
poration at Newark. 


APPOINTED NORTHERN ILLINOIS DISTRIBUTOR 

C. W. Howe & Co., with offices at 21 East Van Buren 
street, Chicago, has been appointed as Northern Illinois 
distributor of The Super Oil Heator Co., Hartford, Conn. 


PITTSBURG WATER HEATER CO. HOLDS ANNUAL 
MEETING 

The board of directors of the Pittsburg Water Heater 
Co., Pittsburgh, Pa., held its annual meeting recently and 
elected the following President, Hartley G 
Walker; chairman of the board, Hay Walker, Jr.; 
president, J. R. Bly; treasurer, J. C. Baird; assistant trea- 
surer, R. L. Wright, and secretary, C. A. 


officers: 
vice- 


Det weiler. 


CELEBRATE TENTH ANNIVERSARY 
Members of the sales organization of J. L. Stulsaft in 
New York City were guests at a luncheon given January 
30th at the Hotel Lorraine in that city to celebrate Mr 
Stulsaft’s tenth anniversary in business in New York. 


COL. LLOYD G. McCRUM CALLED BY DEATH 

Lt. Col. Lloyd G. McCrum, president of the Richmond 
Radiator Co., New York City, and for almost thirty years 
identified with the industry, died Tuesday, February 2nd, 
and was buried from the First Methodist Church, New 
Haven, Conn., on February 4th. Colonel MecCrum, who 
was born in Ohiopyle, Pa., in 1877, became interested in 
the radiator business before he attained his majority, 
when he organized a company that took over the manage 
ment of the Uniontown Acme Radiator Co., later amal 
gamating this plant with the Richmond boiler plant at 
Norwich, Conn. He then entered the enameled ware field, 
building a plant at Uniontown. In September, 1922, he 
acquired a substantial interest in the Richmond Radiator 
Co., becoming the February, 
1925, was elected president, held at 
the time of his death. 

During the war, Colonel McCrum was in charge of pro- 
duction of the government arsenal at Rock Island, III, 
and was a member of the Officers’ Reserve Corps. 
his connection with the plumbing and heating fields, he 
was active in civic and welfare work and in fraternal 
affairs, being a 32nd degree Mason and a Shriner, and a 
member of the Woodmen of America. He was 
actively interested in the support of the McCrum Training 
School at Uniontown, which was founded by his mother, 
and in the Uniontown Hospital and the Salvation Army 
Citadel. 

His clubs included the Canadian Club of New York 
and the Westchester-Biltmore Country Club. His widow, 
a son and a daughter and his parents survive him. 


general manager, and in 


which position he 


Besides 
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Branch managers of Kohler Co., Kohler, Wis., 
CONFERENCE 
the Kohler Co. 
at an annual 


BRANCH MANAGERS HOLD 
branch 


the 


KOHLER 


Sixteen managers, representing 


in all parts of United States, were present 


sales conference held recently at the Kohler general offices 
at Kohler, Wi The conference began on Monday, Jan 
uary 11, and continued throughout the week The con 
ference marks the first one to be held in the new general 
office building which wa ompleted at Kohler last sum 
mer Selling plans were apnounced and discussed not 
only on the company enameled ware but also on its 
electric power and light unit Special entertainment for 
all corferees wa provided by the Kohler organization 
throughout the week Vit ie An inspection was made 
of the company’s new office building and a tour made 
through the entire plant The Kohler band of forty pieces 
entertained with a concert Monday noon 

The branch men present at the conference were Harry 
Fries, Atlanta; Maurice ynch joston tart Downey, De 
troit; J. H. Inman, Houston; Jos. Born, Indianapolis; H 
M. Curfman, Kansas Citv; H. H. Held, Philadelphia; W 
F. Kelly, Minneapolis; L. C. Weld, Norfolk; H. E. Clark 
Pittsburgh; S. H. Gilmore, St. Louis; Howard W. Finch 
San Francisco; and J. W. Mitchell, Seattle; M. C. Beust 
Omaha.: J. R. Pettit, Salt Lake City; A. C. Cochran, man 
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at their recent 


ae 


annual sales conference in that city 


ager of the Kohler Co. pottery works at Trenton, New 
Jersey; Ray Rensis of Chicago; P. J. Lynch, W. B. Lam 
bert and A. French 
RICHARDSON & BOYNTON CO.”S SALESMEN HOLD 
TWO-DAY CONFERENCE 
The sales force at the Richardson & Boynton Co., New 
York City, held their fifth annual convention January 


28th and 29th in that city and at the company’s plant at 
N.d At 15 a. m., the twenty-eighth, the party 
of salesmen left Hoboken, N. J., 

There they were gathered into the test room, 
B. Meller, chief of the Bureau of Smoke Regula 


Dover, g 
in two special cars bound 
for Dover 
where H 

and a senior fellow in charge of air 
of Industrial Research, 
boiler 


tion of Pittsburgh, Pa., 
of the Mellon 
explained the of 
The party was then shown through the furnace shop, where 


pollution Institute 


soft coal with a smokeless 


uses 


the construction of furnaces was demonstrated 

After a bus drive to the Mansion House for lunch, the 
salesmen returned to the plant for a demonstration of a 
square smokeless boiler The pattern shops, foundry, 
enameling department and crating department were also 


inspected before the return to New York. 


(Continued on Page 78) 





Fifth annual dinner to the sales organization 


of the Richardson & Boynton Co., 


Astor 


at the Hote! 


of New York City, 








February 13, 1926 DOMESTIC ENGINEERING 7 


N 


A man costs you many more 
DOLLARS per day than a pipe stock does CENTS 





At the most, it is only possi 
ble to cut a dollar or two off 
the price of a ratchet stock by 
getting the second or third 
best stock instead of the best 
This difference of a dollar or 
two can quickly lose many 
times the cost of the stock 


No lead-screw the REED 
Ratchet Stock is not restricted to 
any one thread pitch. With one 
stock, you can thread pipe all the 


? way from 14-inch to 2 inches—right 
easona e e = = hand or left hand threads—British 
or American Standard. Also threads 
to spend thousands of dollars a year for the wages of a skillful bolts from 1 inch to 2 inches, right 
‘ ‘ a Ov hand or left hand. 
man, and then let his efficiency on thread cutting drop 10% 
or more—for lack of a better pipe stock that costs only about 
1/500 as much as his time? 


Simple and strong —few parts and 
none which can get out of adjust- 
ment. Guaranteed against breakage. 
Dies can be changed in 10 seconds. 


Since a man’s pay amounts to hundreds of times the cost- 
per-day of a ratchet stock, -any stock that increases the man’s 
efficiency only 5% is going to pay back its cost over and over 
again. 





Reed Pipe Vises built right for 

The REED Ratchet Stock does better—plumbers and sit cacti 
steamfitters report that it speeds up pipe-threading work 50% 
or more. Saves time on every job. 


It has no lead-screw 
Your men don’t have to hunt for a guide to fit the pipe, 
and then turn set-screws to clamp a lead-screw to the pipe. 





No time spent filing off a burr from the pipe. The fine 


double-threaded throat of the dies starts easily and positively Made of malleable iron. The 

. jaws are milled from tool-steel bars 

aaa the burr. carefully hardened and tempered in 

. ° : il to give t hness. 
With the REED Stock the thread is actually cut while or “e i — | 

e echanically correct in aesign. 

operators of other ratchets are going through these pre- hee hans a daten in treeh—enh 

liminary preparations. be bolted to any flat surface. The 

base extension at the back is flat 

See this easier-starting and easier-cutting pipe stock at on top on bolt heads may be 
your jobber’s—or write for our folder, “‘HE DIDN’T BE- ee , 

LIEVE THE DIE WAS CUTTING ” Most likely you have REED 


Vises in your shop. If not, put them 
in—and watch how quickly they 
become the ‘“‘preferred’’ vise. 


Always glad to send you full 
details of the type of vise or pipe 
stock that is best suited for your 
work; just write us. 


REE 


MANUFACTURING COMPANY, ERIE, PA. 
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Miss a Good Thing 


Blake Simplex Safety 
Waste Drains are 
good things—noth- 
ing better. 








- 
° 
3 
~ 


The only drains with 
the port holes in the 
head, and head remov- 
able at any time, even 
after floor is finished. 
All made of the heavi- 
est material, smooth 
and accurately ma- 
chined. Heads adjust- 
able to meet any varia- 
tion in finished floor. 





No. 20--Sizes 114” to 6” 


The float in the No. 
20 is a positive check 
against back water. 
All strainers are 
made to equal the 
area of the trap to 
give easy flow. We 
make a large variety 
of drains for show- 
ers, urinals, roofs, 
etc. 


Write for complete 
catalog 


Jobbers will be glad to 
furnish you these 
fittings 





No. 35—Sizes 114" to 6” 


We can ship from Rock Island or our Los Angeles plant 


Blake Speciality Co., -* Rock Island, I11. 


All Crane Company Branches 





Canadian Service 


10 
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Heat for the 
modern dwelling 


as furnished by 


b Acta 4 


(REGISTERED) 


HEATERS 


is a constant topic of 
home owners. It is 
what they have always 
wanted — heat that is 
easily controlled—and 
plenty of it—obtained 
with utmost economy, 
and with a minimum 
of personal effort. 














YORK HEATERS will please your clients. 
Booklet Mailed on Request. 








ABENDROTH BROTHERS 


Makers of heating appliances since 1840 
PORT CHESTER - - - NEW YORK 
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| Richardson, president of the company. 


| ager, each gave a short address of greeting. 
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That evening, V. A. Ely gave a short talk on the po nts 
covered during the visit to the plant, and a general « is- 
cussion followed. 

The morning of the twenty-ninth was opened by D. R 
D. S. Richardson, 
treasurer; W. R. Eaton, vice-president; H. L. Anness, New 
England manager, and M. F. Gilbert, Philadelphia m n- 
After W. A 
Vaughn, of the Pricing Department; W. C. Kanski, of the 
Shipping Department; C. A. Mehnem of the Engineering 
Department, and Roger Williams, manager, of the heating 


| sales department, had delivered short talks, D. R. Richard. 


son made an inspiring address. 

Luncheon was served at the Aberdeen Restaurant, after 
which the salesmen heard a talk from E. G. Weir, followed 
by an address on the Triangle News by H. T. Richardson 
W. M. Chamberlain and E. B. Van Hook then told of ad- 
vertising plans, followed by a discussion of specialties 
by W. J. Longstreet. A. N. Nichols gave an address on 
dating, terms and credit; H. A. Kyte had a message on 
warehouse stocks and J. Loskill one on merchandise re- 


| turn and consignments. 


| the Hotel Astor. 


The meeting ended with the fifth annual banquet at 
The talks were short and straight to the 
point, the food was excellent and the entertainment 
all that could be desired. 


was 


DISCONTINUES SAN DIEGO BRANCH 
The Standard Sanitary Mfg. Co., of Pittsburgh, Pa., has 
discontinued its branch in San Diego, Calif., and the 
company’s products will be distributed through the local 
jobbers in that territory. The San Diego showroom, how- 
ever, 





will be maintained. 


TO MOVE INTO LARGER QUARTERS 
The need for larger quarters will necessitate the re- 
moval of the Union City Plumbing Supply Co., Union City, 
N. J., according to Manager Jules Kroll. The company 


| expects to move, in the near future, into its new building 





at 570 Hackensack Plank road, Union City, where it will 
have much more space than in its present location. 


TO HOLD PUBLIC SALE OF PLUMBING GOODS 


A large stock of plumbing and heating supplies will 
be sold at public sale on February 15th and 16th, at the 
sale of the Dorchester Plumbing Supply Company, Rox 
bury, Mass. The sale is being conducted by order of 
Herbert A. Whiting, trustee in bankruptcy. 








A. M. BYERS COMPANY TO SHOW NEW FILM 


A. M. Byers Company, of Pittsburgh, Pa., has brought 
out a new four-reel film, a Pathe production entitled ‘‘The 
Little Red Ball,” showing the method of manufacture of 
wrought iron pipe from ore to finished product. Especially 
interesting are the parts relative to hand puddling of 
wrought iron, including diagrammatic views of the interior 
of a puddling furnace. The forming and welding of fiat 
strips of ‘‘skelp’”’ into pipe is illustrated by animated draw- 
ings. 

AMERICAN GAS ASSOCIATION SETS DATE FOR 

ANNUAL CONVENTION 

The American Gas Association recently announced tliat 
its eighth annual convention and exhibition will be held 
at Atlantic City, N. J., October 11-15. The Steel Pi 
scene of many of the splendid exhibits this organization 
has held, will again be the headquarters for both show 
and meetings. 
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J Positively 


Revolutionizes 


Unit Heater 
Performance 


New—Weight only 125 Ibs. 
complete with motor and fan 
—only 5% the weight of 
direct radiation. 


- 


New—Suspends from steam 
line, at any discharge level 
desired, by means of a 
length of pipe and a union. 
Two men and a pipe wrench 
make the connection. 


New=—No brackets, braces 
or structural work necessary. 


New—Compact: 24%4""x 204” 
x 1442” (less than 42 cubic 
feet) occupying only 1/20 
the space of direct radiation. 


New—165,000 BTU per hour 
at 60° room temperature and 
5lbs. steam pressure; 39 times 
the efficiency of direct radiation. 


New — Heated air stream can 
be directed at any angle — to- 
ward machine, bench, window, 
door — by simply turning the 
heater on the union connec- 
tion. Adjustable deflectors 
can be added for control of 
downward direction. 


New=—No cold spots; approx- *. Y/ 
imately 2000 cubic feet of air \ Raa 22 gS ee a a 
passed through the heater per 


minute and distributed over a 

wide area; ventilation as well @ 

nape : ouncin fan 
New — Patented condenser 


made by special process from * e ab 
selected copper and special 
materials, providing free con- In ri2 e2 n 


traction and expansion. Can- 
not leak, rust or corrode; tested 





to 150 Ibs. hydrostatic pressure. E general advantages of unit heating have long been 
New-—Accessibility. Four bolts recognized. But this announcement will tell you that 
release condenser; three bolts until now its full possibilities have gone undeveloped. 


release motor and fanassembly. 


15 years’ experience in the creation of heat transfer devices 
—plus engineering methods dominated by today’s problems 
and unhampered by yesterday’s traditions — has produced 
the MODINE Unit Heater. If our personal interviews 
with many architects, heating and building contractors 
and plant engineers is any criterion, the brief specifica- 
tions shown here will interest you in writing for “Bulletin 
eS a. A” which describes MODINE Unit Heating in detail. 


MODINE MANUFACTURING CO., Heating Division 
RACINE, WISCONSIN . 


MODINE 


UNIT HEATER 


for Steam or Hot Water Heating Systems 
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HIS unigue, insoluble 

powder rids the heating 
system, through the boiler, 
of oil, grease, core sand and 
scale, and thus conquers 
priming, foaming, surging 
and slow steaming. It has 
no ingredients that can 
harm boiler metal. 
















Now Specified by Foremost 
Heating Experts 


If your jobber cannot supply 
VINCO write us. 












Write for Booklet ‘‘A’”’ 
“Priming and Foaming Conquered”’ 


The Vinco Comaeny 


Incorporated 


75 Vesey St. - New York City 
























° ° e ° A . N e e . 
Vinco is absolutely guaranteed when used in accordance with directions, It has no ingredient that can harm the botler 
or any part of the heating system. It is of uniform strength and does not deteriorate in stock. Vinco is the result of years 
of research by recognized specialists in boiler chemistry. It is a unique, insoluble product, fully protected from infringe 
ment in ingredients and in processing. It is not sold in bulk or in any containers other than our 5, 10 and 15 pound 
trade marked lithographed cans CO C—O CO CO Co 











Mention Domestic ENGINEERING when writing advertisers 
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PACTEIC COAST JOBBERS IN FOUR-DAY 
CONFERENCE 
Pacific Coast Jobbers of Plumbing and Heating Supplies 
met at Del Monte Lodge, Pebble Beach, Calif., for confer 
ence and golf tournament January 27, 28, 29 and 30. Busi 
ness sessions were held in the conference room of the 
Lodge every morning except Saturday, and the rest of the 
ie “King Golf’ ruled. The famous California sunshine 
beamed in through the windows while the business sessions 
re convened, and then hid behind clouds when the } 
: fours were donned The qualifying round of the golf 
irnament, which was to be held on Thursday afternoon 
was postponed until the next day because of inclement | 
weather, and an impromptu pocket billiards tournament 
wus staged, A. Dalziel winning from Norman Farlow when 
he pocketed the last ball after hitting six cushiong 
Henry Morris, of Holbrook, Merrill & Stetson, of San 
Francisco, was chairman of the meeting and presided 


Forty delegates, representing every jobbing house on the 
Pacific Coast, were in attendance. Business was confined 
to the reading of a number of papers and a general dis 
cussion of the topics. 

Ira W. Byrnes, credit advisor of the Los Angeles Plumb 
ing Supply Credit Association, ‘was the first speaker, sub 
stituting for George H. Turner, of Los Angeles. His topic 
was, “Are Overheads Increasing in the Plumbing Busi 
ness?”’ 

“Overhead is one of the natural laws of business,"’ said 
Mr. Byrnes, ‘‘and as it is an unseen item, it is most com 
monly overlooked. However, it is always present, and one 
of the most erying needs in the plumbing and heating 
business is a means of educating the people engaged in 
that business along business lines 

“In an educational test it was found that 93 per cent 
of the plumbers in California are without a reasonable 
amount of business education.’’ This test was conducted 
along the lines of the tests given by the government during 
the war. 

Francis J. Baker, president of the George H. Tay Co., of 
San Francisco, read a paper entitled, ‘‘What Effect Has 


81 





Ask for profitable details on the 20 gal. Unit 





THE[CLEVELAND HEATER CO. - 


the quality Tank Heater Builders for 20 years 


Cleveland 














200 Gallons Per Hour 


Here is the ideal Electric Water 
System for the average home. It has 

mp capacity of 200 gallons per hour. 

uipped with a 30-gallon galvanized 
tank and a one-sixth H. P. Repulsion 
—Induction motor. Shipped to you 
completely assembled in one crate. 
$125.00 list. 


This Uniflow Pump is a big seller 
It is ruggedly built and guaranteed to 
give satisfaction. Special discount to 
dealers. Write for prices and catalog. 


The Uniflow Pump & Mfg. Co. 
Fifth & Perry Sts. Dayton, Ohic 











the Improper Installation of Heating Plants on the Heat 
ing Business?” 

‘In the last five years the sale of heating plants on the 
Pacific Coast has doubled,’ said Mr. Baker, ‘‘and in the 
last ten years it has quadrupled A few years ago the 
heating equipment handled by most of the jobbers was 


sold by the plumbing salesmen, and today most jobbers | 
have a separate heating department supervised by an ef- | 
ficient heating engineer, and ‘no first class building is be- | 
ing erected without a heating plant. } 


However, the popularity of steam and hot water heat 
ing plants is being constantly jeopardized by heating con 
tractors who make improper installations, and it is the 


duty of every jobber to work together with the manufac 
turers of heating equipment and educate the contractor 
to employ only high class mechanics and install every unit 
properly One poorly installed plant will create more 
knocks for steam and hot water heating than can be off 
set by half a dozen well installed systems. 


Cheap builders who ask for low bids, and consequently 
gel a cheap job on their heating plant, are the greatest 
menace to good heating The ultimate owner, or the 
dweller in a home with a poorly installed system, will con 
demn that system to his friends with the result that the 

nufacturer and jobber of that particular system will 
*Xperience a great falling off in sales.”’ 

iws specifying the method of installation for all types 
of heating plants were advocated by the speaker, who 
dwelt on the work done along those lines by the heating 

nmittee of the California Sanitation Development 


KENNEDY 


Valves and Fittings 


The big Kennedy line covers a total of 
over 4600 different types and sizes, in- 
cluding globe, gate, angle, check and 
radiator valves of every type and size, 
and a complete line of malleable iron and 
brass pipe fittings. 

All of these types are described and listed 
in the Kennedy Catalog. 


Send for a copy. 


The Kennedy Valve Mfg. Co. 
Elmira, N. Y. 


Boston New York Chicago San Francisco 
El Paso Salt Lake City Seattle Philadelphia 
Kansas City Los Angeles 








Boiler trouble is expensive. We don’t give McDonnell 
& Miller Duplex Water Feeders away, but they cost 
a lot less than trouble. Prevent burned boilers and 
cracked sections by installing McDonnell & Miller 
Duplex Water Feeders on all low pressure steam 
heating jobs. 


Ask for Bulletin D 6. 


MSDONNELL & MILLER 2) 


WRIGLEY BUILDING, CHICAGO 
Eastern Warehouse Stock, Bush Terminal, N. Y 
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“They Keep a-Running’’ 








Century 12 inch Portable Oscillating Fan 


FANS 


Century 9 and 12 in. Portable Oscillating Fans ‘‘Keep 
a-Running” for years— they meet all Century 
standards. 


1 Induction type motor for all AC fans and a series 
wound motor for DC fans. 

Fully enclosed motor body—excludes dust and 
dirt. 

Fan motor supported on ball bearings. 

3-point speed regulation. 

Specially designed lubrication system that requires 
little attention. 

Oscillating mechanism with graceful external lines 

and simple control. 

Double-reduction steel worms and bronze gears 

of a size that last—they cannot be stripped. 

If the fan oscillates into contact with a stationary 

object, it automatically adjusts itself to another 

arc of oscillation. Does not tip over easily. 
Q Pressed steel -base—electrically welded 

guards, strongly braced at important points. 
10 Blades heavy brass, dipped and lacquered. 


aon fs UR NWN 


steel 


Century Fans are made in the following sizes and types:— 
Stationary 9-inch Portable, 1-speed switch in base, for A. C.; 
Oscillating 9, 12 and 16-inch, 3-speed Portable, for A. C. and 
dD. ¢ 


Ceiling 58-inch sweep, 3 -speed, for A. C. and D. C.; Ventilat- 
ing 16-inch, 3-speed, for A. C. and D. C. 


CENTURY ELECTRIC COMPANY 
1806 Pine Street St. Louis, Mo. 


29 Stock Points in the United States 
and More Than 50 Outside Thereof 














Portable Ceiling | 














| centers the jobber is a big factor in determining the 
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League of San Francisco. He suggested a resolution (hat 
every jobber extend his co-operation to the contractor who 
installs heating equipment properly, and to those whe do 
not he suggested the jobbers offer education. ‘“‘To se ure 
an order,” he concluded, “is no more important tha: to 
be sure it is correctly installed.” 

L. B. Peeples, Los Angeles, California, manager for 
Crane Co., spoke on “‘The Desirability of a Service Chirge 
on Plumbing Goods to Cover Cartage.” He said the ‘ob- 
bers of Los Angeles last year paid out for cartage three 
hundred thousand dollars. They have now in force a 
cartage charge which is added to each statement. 

“The Jobber as an Economic Distributor of Plumbing 
Goods” was the title of a paper read by Burr Eastwood, 
of Holbrook, Merrill & Stetson, of San Francisco. The 
speaker brought out that by assembling goods in various 
ulti- 


| mate cost to the consumer, by cutting down the manu fac- 





turers’ selling costs. 

H. V. Shinn, of Shinn-Holtz-Lyon Co., Angeles, 
spoke on “‘Educating the Salesman.’’ ‘‘The main problem 
we have to contend with is to educate the salesman to 
stick to his price irrespective of the quantity bought. We 
must teach them that it is not quantity we are after so 
much as a fair price for what we sell. Another problem 
is to keep the salesmen’s volume even each month. They 
are prone to overload their customers one month and then 
“coast” for a month. In our firm we have found that a 
chart showing the percentage of a salesman’s salary and 
expenses to his total sales each month does much to keep 
their amount of business from fluctuating too much.” 

W. J. Robertson, of the San Francisco branch of Crane 
Co., lauded the Herbert Hoover Standards of Simplified 
Practice in a talk on “The Advantages of Standardization 
of Plumbing Goods.” 

Other papers read were: 


Los 


“Should Plumbing Goods Be 


| Sold on Graduated Prices for Quantities?’”’ by W. P. Bax- 


ter, of the Southern Plumbing Co., Los Angeles; ‘Credits 
in the Plumbing and Heating Business,’ by W. L. Geddes, 
of the Busch Pipe & Supply Co., Los Angeles; ‘“‘The Help 
of an Organization Such as the California Sanitation De- 
velopment League to the Plumbing Jobbing Business,’’ by 
Hugh Oliphant, of the George H. Tay Co., San Francisco; 
“Ethics as Applied to the Plumbing and Heating Busi- 
ness,”’ by B. B. Starke, of the Western Metal Supply Co., 
San Diego, and “Benefits from the Spirit of Co-operation,” 
by Harold Friesley, of the M. Stulsaft Co., San Francisco. 
' M. M. McElwaine, of the Seattle Plumbing Supply Co., 
Seattle, Wash., proved the best golfer among the delegates 
to the meeting and returned to the Northwest with two 
cups, one for having the low gross score in the qualifying 
round, and one for defeating all the other entries in the 
first flight of the match play. A. Dalziel, of Dalziel-Moller 
Co., San Francisco, was winner in the second flight, and 
S. S. Day, Sacramento, Calif., manager for Crane Co. and 
W. L. Durkee, of the Los Angeles branch of the Walworth- 
Lally Co., won the cups for runners-up in the first and 
second flight respectively. 
Scores for the qualifying round were as follows, with 
the eight low men to play in two flights of match play 
Gross Hdp. Net Gross Hdp. Net 


M. M. McEliwaine 78 4 74 P. R. Goodman.113 22 91 
W. S. Babson.... 92 17 75 W. L. Geddes...116 25 91 
J. E. Mclireevy.. 91 14 77 W. P. Baxter...113 20 93 
0 BBG ct ccss OO OR 83 A. C. Hacker....119 24 95 
P. O. Vance..... 101 17 84 I. W. Byrnes....132 30 102 
A. S. Dalziel....103 18 85 B. V. Ghitin..... 134 30 04 
W. L. Durkee...105 18 87 H. H. Boynton...128 22 06 


B. Cruickshank.113 22 91 L. L. Durkee....138 24 14 
L. B. Peeples, H. C. Fletcher and W. R. Bowles «!so 
started but did not finish, being discouraged by rain, buik 


| ers, traps, and other things which annoy golfers. 
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invested by users 


N seven years home owners have in- 

vested $20,000,000 to keep their homes 
comfortable and clean, the oilomatic 
way. 


This year alone they will invest $35,000,000 
more. That tells what the public thinks 
of Oil-O-Matic. 


All of this vast sum goes thru the hands 
of Oil-O-Matic dealers. Is it any wonder 
that they are enthusiastic over their 
franchises? 


Sales are not confined merely to cold 
states; nor in places where coal and gas 
are high. 


New Orleans offers as good a market as 
many northern cities. Oil-O-Matics are 
selling in Florida. Even where coal can 
be bought for next to nothing, home 
owners are installing this better way of 
heating. Right in the gas belt, people 


$20,000,000 


in Oilomatic heat 


Its recognition of the four laws of oil 
combustion, its lack of any part inside 
the firebox, and its perfect functioning 
on fuel oil explain why Oil-O-Matic to- 
day is outselling all other makes of oil 
burners. 


Every man interested in heating, plumb- 
ing, or building, should be acquainted 
with the advantages of Oil-O-Matic. 
The coupon below brings full details 
without charge or obligation. 


Those who want to participate in the 
tremendous growth of Oil-O-Matic, may 
get all the necessary information by re- 
turning the coupon below: 


Clip and mail for full details 


SP ARSE SER eR Ren on ee ee 


Williams Oi1-0-Matic Heating Corp., 
Bloomington, I11. 


i 

4 1 

} I would like to be conversant with the advantages I 

are enjoying new comforts with Oil-O- I of Oil-O-Matic Heat. | 

Matic heat. I am interested in handling Oil-O-Matic in my city ; 

° . ° i Name ] 

For Oil-O-Matic renders a service that j i 

cannot be approximated by any other § Address | 

method. There is no substitute for solid eae. seats 
es 


World’s Largest Producer of Automatic Oil-Burners 
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These two packings 
assure efficient 


Really efficient faucet packings —that is what Master Plumb- 
ers have been looking for. In the past they have been able 
to get bonnet packings only when they purchased new faucets. 
The top bibb washers that were on the market were of little 
value—they cracked and crumbled and made frequent re 
newals necessary 

Many plumbers have been using lamp wicking because they 
found it impossible to get a really good faucet packing. Al- 
though difficult to apply, lamp wicking, at least, held tight 
for awhile. 

The United States Rubber Company has developed two 
packings—Maroon Bonnet Faucet Packing and Maroon 
Top Bibb Washers—that are now generally accepted by 
Master Plumbers as essential for a complete faucet job 


“U.S.” Maroon Bonnet Faucet Packing is made of a special 
tough compound with layers of duck insertion, its shape 
exactly fits the bonnet, so that a repair job makes the faucet 
work like new. This eliminates the necessity of repeat work. 


**U.S."" Maroon Top Bibb Washers are vastly superior to the 
old style of rubber insert washers. Made of laminated 
friction cloth they will not crack or crumble in service. Their 
life is almost unlimited—which again means elimination of 
unprofitable repeat work 


Eliminate your losses from unprofitable ‘‘repeat jobs.’ 
Fill out the attached coupon and mail it today. We shall 
gladly send you, free of charge, a complete set of ‘‘U. S.”’ 
Maroon Top Bibb Washers and Bonnet Faucet Packing. 
Their use will convince you of their great advantage over 
lamp wick—in length of service and labor saving in installation. 











faucet repair jobs 


“U.S.” Maroon Plumbing Supplies sold only to Licensed Master 
Plumbers and Steamfitlers and are Manufactured 
and Marketed Exclusively by 


United States Rubber Company 





TRADE MARK 


1790 Broadway, New York City 


These branch stores are Headquarters for the U.S." Maroon Line 


280 Summer Street 61 Hudson Street 
Boston, Mass. New York City 
440 West Washington Street 300 Second Street 
Chicago, Illinois San Francisco, Calif. 


SS A ST 


United States Rubber Company, 
1790 Broadway, New York City. 


Please send me a free set of ““U. S.." Maroon Top Bibb Washers 
and Bonnet Packing 


| Name 


Master Plumber License Number 


Address 


eee eee eee eee eee eee ee  -— 


“U.S. MAROON LINE- 


of Plumber's Rubber Specialties 
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In the first final flight Mr. McElwaine defeated Mr. Bab- 


son {wo up and one to go, and Mr. Day and Mr. Mcllreevy 
were even at the eighteenth hole, but Day won the toss 
Mr. McElwaine then won from Mr. Day by default. 

In the second flight Mr. Dalziel won from Mr. Vance 
three up and two to go, and W. L. Durkee defeated W. J 
Robertson four up and three to go. Mr. Dalziel won 
from Mr. Durkee two and one in the finals. 

NEW JERSEY SALESMEN CELEBRATE LADIES’ 

NIGHT 
The third annual banquet and Ladies’ Night of the New 


Jersey, No. 1, 
men was held at Achtel Stetter’s restaurant, 


Association of Plumbing and Heating Sales- 
Newark, N. J., 


on January 30, at 7:30 p.m Approximately 400 mem 
bers, ladies and guests were present at this gathering, 
and business was entirely forgotten for the time, while 


important thing on the program. 
squawkers 


pleasure was the most 
“Domestic Engineering” balloons, 
and a jazz band helped to make the 


enjoyable one. 


paper caps, 


occasion a live and 


The Happiness Candy boys, radio artists, entertained 
with some lively songs and dialogues. William Krueger 
and Herman Weinrich, salesmen, also entertained the 
assemblage. After the dinner was disposed of, the tables 
were cleared away, and dancing was the attraction until 
nearly 2 a.m., when the crowd started home after a long 


evening of continual pleasure. 

William G. Boales, of Detroit, 
Association of Plumbing and Heating 
trip from Detroit to be able to be present, 
of the Greater New York Association, 
LaCroix, William Weber and A. H. 
to take part in the fun. A large 
plumbers was also present. 

A great deal of credit must be given to E. R. 
chairman of the entertainment committee, 
for the 


National 
the 
officers 
Harry 
there 
master 


president of the 
made 
and the 
John Taylor, 
Hanson, were 
delegation of 


Salesmen, 


ralbraith, 
and his com- 
mittee, who were responsible great success of the 
affair 


RADIATOR COMPANY 
CONVENTION 


NATIONAL HOLDS SALES 


The annual sales convention of the National Radiator 
Company, of Johnstown, Pa., was held January 25 and 
26, at the Stacy-Trent Hotel, Trenton, N. J. Sessions 
were held mornings and afternoons, and at noon each day 
the salesmen were addressed by representative men of 
the city, including the mayor, and the president and secre 
tary of the Chamber of Commerce. R. E. Warden, vice 
president and general sales manager of the National 


Radiator Company, 
value 


presided. The sessions proved of much 
to those in attendance, a feature of particular inter- 
est being the trip through the 
at which 
various Trenton manufacturers, 


company’s Trenton plant. 
were distributed the 
closed the 


A banquet souvenirs by 


convention. 


CHANGES IN PERSONNEL OF FORT WAYNE 
ENGINEERING & MANUFACTURING 
COMPANY 
A number of changes have recently 
Sales personnel of the Fort Wayne Engineering & Manu- 
facturing Company, of Fort Wayne, Ind. V. L. Tannehill 
has been appointed director of sales, including supervision | 
over the entire local and branch office sales organizations. 
Mr. Tannehill has been associated with the Fort Wayne | 
Engineering & Manufacturing Company since 1912 as 
purchasing agent. Under the new arrangement there are 
two separate sales divisions under the director of sales. 
The company has appointed George W. Trindle, formerly 


been made in the 
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American Over-Rim Fillers 


Full 
Waterway 


Welt 
Constructed 


A Splendid 
Fixture 


Ask For 
Sample 


as Re cords GY, 
New MODEL T T 


Thermostat 


Se Sales 


With 8-Day Clock-- 


--7 Jewels 


Write for Catalog. 


INNEAPOLIS 


fae REGULATOR Co. i 
2801 Fourth Ave., So., Minneapolis, Minn. 


A 

) | 

= LIARE is ‘GEE’ 
Iron = Malleablelron 


FITTINGS 
We are so proud of Square 
“Gee” fittings that we 
stamp on each one a square 
G as a means of instant 
recognition. 




























THE GRABLER MANUFACTURING CO. 
CLEVELAND, O. 


Boopseconobaaoneees 





Subject to Prior Sale 


25 ft. Flexible _ 
Waste Pipe Cleaner 


Through the failure of a large specialt, 
have obtained 500 of these cleaners at a price, ar <i 
are giving you the benefit 





Tool and Publicati rn ( atalogs for 1926 free for the asking 


R. M. STARBUCK and SONS, Inc. 


42 Allyn Street HARTFORD, CONN. 
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| associated with the Flint & Walling Manufacturing ‘om- 
| pany, of Kendallville, Ind., as manager of sales o° the 

pitty tt+4+4+ water pump division, and Fred Miller as manager of «ales 

T tT] | of the water softener division. B. D. Geroy, in ad: ‘tion 

t fe to his duties as manager of service and order departn nts, 

+ A Real Vacuum Valve ti | has assumed management of service of both pump and 

+ Sis hit hice tiiiniaitiiin thiieaii tien {| | softener divisions. Samuel Bostick is purchasing ag: 

+ with the O-E Patent Return Fitting and O-E Packless + 

¢ Graduated Valve forms a positive and flexible Vapor- -] | ANNUAL BOSSES NIGHT OF NEW YORK SALES‘IEN 

+ Vacuum-Pressure Heating System which is the last + BIG SUCCESS 

+ word in simplicity and economy. de 

¢ : ores fe) More employers of plumbing and heating salesm:n in 

+ Write for Bulletin ‘A 't| | the Greater New York district know the aims, desires and 

+ ‘ *. Z| | purposes of the National Association of Plumbing and 

t O-E. Specialty vee Mfg. Company + | Heating Salesmen today, due to the first annual Bosses 

ieee et eesinsostoslostoclorinei-efoctoofoeforte> Night of the Greater New York Chapter No. 2, of that 

10 Keefe Avenue Milwaukee, Wis. organization, held at the Hotel Martinique, New York City, 
| Thursday evening, January 28. Approximately 125 sales- 
men and their employers, with one representative from 


the retail trade, Fergus McLoughlin, secretary of the Man- 


HAMMOND hattan Master Plumbers’ Association, sat down to a splen- 
did dinner. 


Valves and Unions President John Taylor opened the meeting by intro- 
are made a little heavier than is usually considered necessary. ducing Henry W. Reis, vice-president in charge of sales, 
HAMMONDS to. aad an soun ania semaeteed aoe | of W. A. Russell & Co., who acted as toastmaster. After 
ditions. It pays to standardize on HAMMONDS. briefly outlining the reasons for the meeting, Mr. Reis 

called on Milton L. Lissberger, president of Mark Liss- 
HAMMOND berger & Son, Inc., and a member of the New York cham- 
BRASS | ber of commerce. Taking as his subject ‘Stabilizing 


WORKS Profits by Organized Right Selling,’’ the veteran of 40 
years in the trade opened up by telling the gathering that 

Hammond, | the one thing that will stabilize the industry is to stabilize 
Indiana | the salesmen init. ‘‘The Golden Rule is the first principle 





of honest, straightforward business,’”’ the speaker declared. 
| “Right selling is selling goods of right quality at a right 
price, which is one that pays both buyer and seller. The 
man who sells goods at a price that does not return a 
fair profit is a menace to the industry and the community,” 
Tr nae . he emphasized. 
makes a perfect joint, without solder or Then he gave the buyers some good advice. “It is just 
wiping. Saves time and money. Made in as foolish for a buyer to give a salesman wrong informa- 
three sizes, with male and female threads. tion about competitors’ prices as it is for the salesman to 
listen. Every time the salesman believes the buyer it 
starts a condition which may lead into a price cutting 
aye wuterresentatioes: Sas orgy. — to sep managers of businesses: The great- 
RC. Wie 361 Peeks. est fallacy in the world is the idea that the bigger the 
volume the less the expense of selling. I want to tell you 
that the bigger the volume the greater the overhead. 
Salesmen’s salaries should not be dependent on the volume 
of sales that they make but on the amount of profit that 
they bring to the house they represent.” 
J. M. Chaplain, manager of the plumbing department 
Se SCPCERESCESSHROCOOEOE of the John Simmons Co., New York City jobbers, got up 
from a sick bed to address the meeting on “The Training 
of a Salesman.” “It is impossible to lay down any hard 


i LSS 

© 

Lucky Strike Bevelle i and fast rules for training salesmen,” Mr. Chaplain said. 
Bibb Washers | | “But the fundamentals are a natural aptitude for selling, 


a knowledge of the goods, a knowledge of the way they 


are made, a knowledge of the way they are used, and a 

| | knowledge of the way they are installed.” The big thing, 

. a a ee pound from which } | the speaker pointed out, was to learn the difference in 
Lucky Strike Bevelled Bibb Washers are made making sales and making customers, and that only by 


will stand up in service for either hot or cold 2 3 
water which makes it unnecessary a } | doing the latter could a salesman hope to become a con- 


to k 
double stock. Like all Lavelle Products, * 
never disappoint.” Packed 100 in a boxr—all spicuous success. 


sizes from % to | inch. Then came H. Uehlinger, vice-president of the Hilo 

Your jobber can supply you i | Varnish Corporation, former vice-president of the New 

York Credit Men’s Association and for several years chair- 

Lavelle Rubber Company man of the Business Service Committee of the National 
320 W. Illinois St. CHICAGO Association of Credit Men, with “The Second Mile in Sales- 
——— - : manship,”’ as a subject. Speaking on credits, Mr. Uehliner 
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MEDINA.N-Y. 


Located on the New York State Barge Canal, and— 





THE HOME OF THE BIGNALL Co. 
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N regular deliveries .or 

special ‘‘Rush’’ orders, 
Medina is an ideal shipping 
point from which The Bignall Co. 
can render its customers really 
exceptional service at all times. 
In earlier days the New York State 
Barge Canal was used for the 
rapid deliveries. Now the New 
York Central Railroad handles 


these shipments. 
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To be sure that the Cast Iron 
Specialties you use are the best 
that money can buy, specify 
Bignall make for your next 
job. Their performance when 
installed is conclusive evidence 
of their definite superiority, 
while Bignall Service gets 
them to you when you want 
them. 
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WUESTHOFF’S 
China Spout 





Patented August, 1925 


— Good Looking 
— Unbreakable 
—Easy to install 


non-expanding, sliding brass 


insert positively prevents breakage 
from sudden changes in the tempera- 
ture of the water, while a rubber 
gasket makes the spout self-adjust- 
ing when it is screwed on to the run- 
ning thread nipple which projects 
through the wall. 


W. WUESTHOFF CO. 


China Plumbing Specialties 


| Monadnock Building San Francisco, Calif. 


WALL LINE 


RUBBER GASKET 
Be SLIDING BRASS INSERT 
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pointed out that a sale is only a sale when the inda- 
tion is laid for another sale, and that the function of 


credit men is to make safe the conduct of busine He 


| believes in more education and less prosecution The 


second mile in salesmanship is helping customers make 
money, he declared Every time a salesman notices a 
customer doing the wrong things, he should report to his 
superior and to his credit man, so that they can he!p the 
customer correct his faults “You would report fire 
that is burning up your customer's place of business. Then 
report other things that just as surely will remove that 
customer eventually. We all travel the first mile of sales 
manship, but if we will also take the second mile, we will 
make better customers, will have a lower cost of doing 
business, will have less losses from bad accounts and wil] 
spend less time looking up new customers as our old ones 
will give us the volume and profit that we need.” 

The meeting closed with a short talk by President Taylor 
on the purposes of the association, a brief word from 
Frank Knapp, president of the Pittsburg Water Heater 
Co., and a word of advice from Mr. McLoughlin, whose 
most telling point was, ‘“‘When an industry depends solely 
on price, that industry is defunct. Sell quality at a right 
price and you will make the trade you represent better 
and more prosperous.” 

FLECK BROS. CO.”S SALESMEN HOLD ANNUAL 

DINNER 
The salesmen of the Fleck Bros. Co., of Philadelphia, 





| held their annual dinner, January 11, at McAllister’s, 1811 
| Spring Garden street, in that city. All outside representa- 


tives of the company’s office, as well as the salesmen of 
the Camden and Lansdowne branches, were present 

The evening started with a full course dinner, punctu- 
ated with songs at frequent intervals. R. Paul Collins, 
sales manager, led the songs, assisted by Howard Friend 
and A. R. Clark. Other entertainment included a ukelele 


| solo by Howard Friend, a recitation by A. R. Clark, and 


| an eccentric dance by Robert Leeds and Harold Conner, 


John G. Fleck, vice-president and general manager, 
made a short talk, thanking the force for its co-operation 
during the past year, E. V. Seixas making the response. 
Then the salesmen voted to hold the next affair at the 
West Branch in order to see the new building. 

Those who attended included: Vice-President John G. 


| Fleck, Sales Manager R. Paul Collins, Assistant Sales Man- 


ager R. B. Hambleton, Charles Badger, D. J. Ball, Paul 


‘Braun, Stetwin Brown, Eugene Burns, A. R. Clark, George 


Cline, Rollo Gamble, James Genner, John Hack, Louis 


| Hartzell, Leon Kubeck, B. Pennypacker, John Riedinger, 


Frank Rupertus, E. V. Seixas, M. Sheldrake, John Tosh, 
William Wentz, Frank Yoder and W. G. Johnson, all of 
the main office; P. A. Becker, Camden manager, and 
Charles Coward, E. M. Bowns, William Mack, Charles 
Miller, Joseph Wodall, and C. R. Stopp, of Camden; W. J. 
Hicks, West Branch Manager, and Everett Barnard, Harold 
Conner, Robert Leeds and Bart Sheldrake, all of the 
Lansdowne office. 
WOLFF CLUB OF CHICAGO HOLDS ANNUAL DANCE 
The annual dance of the Wolff Club of Chicago, com- 


| posed of employes of Wolff Manufacturing Corporation, 


was held Friday evening, February 12th, at the Garfield 
Park Assembly Hall. This club holds a picric every 
summer and a big party during the winter. The latter 
this year was this dance and entertainment which pro- 
vided a great time for the crowd between 9 and 12 o'clock 
Chairman of the affair was P. Marx, who was assisted 
in his efforts to make the party a success by Geo. Schwartz 
and A. Deibel. 
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A Return Line | 2 
without a Peer -° You'd Be 
Surprised! 
O 
2 ‘Just a string of solid nickel silver beads, but 
2 clean and durable and strong—that’s. Bead 
5 Chain. Use it for the stopper on every waste 
iil | 2 and overflow, on lavatories, trays and tubs. 
Ns 2 ‘| | © You'll be surprised the difference that it makes. 
Capacity, Efficiency and || 6 It adds immediate distinction to the fixture and 
: || 2 everlastingly holds fast in spite of constant 
Quality Guaranteed ||| 2 usage.” —Bill Bead. 
Sold on Honor as 
at Right Price HS BEAD CHAIN 
mi 2 XQ ror pLumBInG 
i ° © | Oe 
Economy Pumping Machinery Co. % Trade Mark Reg. U.S. Pat. Off. 
| 87-122 N. Curtis St. Chicago | oO 
| } The Bead Chain Manufacturing Co. 
Bridgeport, Connecticut 
| District Agents Everywhere Canadian Representatites: Stanley Brock, Lid., Winnipeg 
— | 80000000000000000000000000000000° 
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You'll Like 
These I} 


ou Fire Vitreous China Basins 


and so will your customers. They add to the appearance of | 
the finest installation and net you a larger profit on every HK 
job. Let us quote you prices. Also on Closet Tanks and 
Bowls 


HORTON POTTERY CO., Chillicothe, Ohio | 
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“Ask ’em to buy’—DURIRON 


Wherever a drain line handles acid or acid waste the owner 
will be glad to know of a material that will not eat out in 
service. 


Duriron pipe carries acids of all strengths with no more 
effect on it than pure water. 


Your profit on Duriron is far better than on cheaper and 
non-suitable material. 


‘‘Ask ’em to oni socoinamegi 
Duriron is prod: 


me DURIRONG 


MPANY 


DAYTON - OHIO 











JoNSO/, Y Johnson Burners 


make good 
Proven by twenty years’ success 
You get the benefit of our experience 
Simple to Install 


Burns the Cheapest Oil 
Plans and Directions Furnished 


Ask for latest bulletin, No. 28D 
i} | —a valuable booklet describing 


Listed as Standard by |||) Johnson Improved Rotary Burner 
Underwriters Laboratories || amis “hed Ameria oh 
Live Agents Wanted Main Office: 


|| S. T. JOHNSON CO. 
| 940-950 Arlington St., Oakland, Calif, 


































GERSTEIN 


Copper 
PRESSURE BOILERS 


are built to give permanent satisfaction 
to the user and priced to provide a real 
profit for the plumber. Any size or 
test in Vertical or Horizontal 
Boilers furnished at short notice. 





Get Full Details NOW! 





GERSTEIN BROS. & COOPER 
1-3 W. Third St. S. BOSTON, MASS. 
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Personal Mention 


Samuel S. Fretz, Jr., president of S. S. Fretz, Jr 


& Co., 


| Philadelphia, and Raymond Groff, vice-president ,and trea. 
surer of the same company, have been elected dire tors of 
the Wyoming Bank & Trust Co., Fifth street and V oming 
| avenue, Philadelphia. 
Frank S. Brubaker, for the past several years with the 
| Trenton Potteries Co., Trenton, N. J., has been promoted : 
| to export manager of the company, to succeed John | 
Radice, who has been transferred to the domestic sales 
department. Mr. Brubaker will alternate between the 
company’s New York City office and its main office ip 
Trenton. 
J. A. Donnelly, of New York City, has been appointed 


chairman of the technical advisory committee on pipe 
sizes of the American Society of Heating & Venti ilating 
Engineers by President W. H. Driscoll of the societ It is 
expected some resarch work will be done by the society 
laboratory on this important subject during the year. 

i E. W. Aubinger, formerly 
sales manager of Wolff Manu- 
facturing Corporation, has 
become manager of the seat 


division of Brunswick-Balke- 
Collender Co., with headquar- 
ters in Chicago. 

F. C. Bradbury, of Crane 
Co., Chicago, became assistant 
general manager of sales, ef- 
fective the first of the year. 
Mr. Bradbury’s new duties 
follow his position of manager 
of the boiler and radiator de- 
partment of this company. 

Harry E. Clark, for the past 
ten years manager of the 
Pittsburgh, Pa., branch of 

has recently been promoted to 





E. W. Aubinger 


Kohler Co., Kohler, Wis., 


the managership of the New York City branch of that 
company. Mr. Clark will be in charge of the office and 
showroom at 20 West Forty-sixth street, as well as the 
| dozen salesmen, and the several men employed at the 


company’s warehouse there. He will be succeeded as 
manager of the Pittsburgh office by A. N. French, 


| the past five years has been a salesman in that terr 


William A. Brecht, vice-president of the Krupp Foundry 
Co., Lansdale, Pa., and of J. B. Wise, Inc., Watertown, 
N. Y., has gone to Fort Myer, Fla., for an indefinite stay 
to recuperate from a recent illness. Mr. Brecht is accom- 
panied by his wife. In his absence, the Philadelphia office 
of J. B. Wise, Inc., located in the Stephen Girard building, 
will be in charge of Cecil Welte. 


who for 


itory. 


George Cartwright, sales manager of S. S. Fretz, Jr., 

| & Co., Philadelphia, Pa., accompanied by Mrs. Cartwright, 
is making a four weeks’ trip through the South. 

T. F. Naginn has been appointed representative for the 

| Milwaukee Valve Co., Milwaukee, Wis., at Pittsburzh, Pa. 


C. W. Farrar, vice-president of Excelso Specialty Works, 


Inc., Buffalo, N. Y., has just returned from an Enxstern 
trip, and reports that the wholesale trade is optimistic 
| about business conditions during 1926. 

S. B. Williams, of Edmonton, Alberta, Canada, has been 
| appointed sales representative for the Triumph JHrass 

Company, of Columbus, Ohio. He will represent thi. com- 


| pany in Alberta and British Columbia. 
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{WITH MASTER PLUMBERS AND HEATING CONTRACTORS 
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ales FWILLARD NIGHT, ILLINOIS CHAPTER A. S. H. V. E. At the close of the meeting, in reply to a question from 
the Monday evening, February 8, was ‘Willard night’ at the one of the members, Prof. Willard stated that he under- 


in @ february meeting of the Illinois chapter of the American stood that some action had been taken by the Illinois 
society of Heating and Ventilating Engineers held in Chi- Master Plumbers’ Association and certain manufacturers 
ted Pago. For years the Illinois chapter has planned to have Of boilers and radiators to provide funds for conducting 
ipe i prof. A. C. Willard, head of the college of engineering, esearch in steam and hot water heating similar to the 
ing | University of Illinois, and vice-president of the national esearch now being conducted in the interests of the 
tis | body A. S. H. V. E., address the members each season. Last Makers of warm air heating apparatuses, although he was 
ety vason Prof. Willard was not able to come, so it was not not prepared to say what the outcome might be or in 
urprising that the meeting of February 8 had a larger What way the funds would be administered provided the 
attendance than any other meeting this season, and next University undertook to conduct this proposed research. 

io the largest attendance in the history of the chapter. 

has § Tie largest attendance was when oil burner manufacturers ° . 

eat | Were invited to discuss their products with the heating and New Business ‘Ventures 


ke- ventilating engineers, a large number of oil burner manu- 


rly 


ar- facturers, dealers and salesmen being present. The Apex Heating Co. is the name of a new concern 
Following the dinner, Prof. Willard spoke on the in- which has recently started in business at 2025 West Co- 
ine vestigation of and the data collected on the warm air lumbia avenue, Philadelphia. The owners of the business 
ant | wating plant recently installed at the research house, Fé: D. E. Henneberry, H. F. Harbison and R. H. 
ef- § ‘niversity of Illinois. The address was presented accom- Kershner. 
ar. panied by stereopticon slides showing the character of George Langner has opened a plumbing and heating 
ies the installation in the research house, apparatuses used business at 527 Tenth street, Carlstadt, N. J. 
ver § (or testing in the college of engineering and charts com- The Fennimore Hardware Co., Fennimore, Wis., has 
de- | diled on the performance of the warm air heating system been incorporated with a capital of $30,000, to conduct 
that is now being tested. a plumbing, heating and hardware business. The incor- 
wa ii A switchboard is installed in the research house, con- porators are: C. F. Rothe, R. W. Mauer, W. H. Holz- 
he nected with various temperature recording instruments’ miller and J. W. Walter. 


of | 2different parts of the house. In this way temperatures The Dismukes Plumbing Co., of Port Arthur, Tex., has 
fom many parts of the house can be read and recorded poop incorporated by C. M. Dismukes, with a capital of 


to 
at oy Gane. $25,000. 
nd : ee See ee ee CE eS Re M. J. Burke has engaged in the plumbing and heating 


he registers with floor registers, comparisons of efficiencies 
he of rectangular heat conductor pipes of various dimensions 
with round heat conductor pipes, and comparisons of 


business in the Wright building, Harrisburg, Ore. 
H. B. Miller and L. J. Van Dalsem have engaged in the 


as : , : . 
or | ‘atious types of heat conductor pipe risers from the hood Plumbing and gpa business at ee and Sunol 
-y. | ofthe furnace. It seemed evident from the charts and  ‘treets, San Jose, Calif., as Miller & Van Dalsem. 

; diagrams shown, that the greatest efficiency in warm air Walter L. Edwards and Leo Gilmore have engaged in 
v the plumbing and heating business at 5184 West Adams 


heating may be achieved by using a return duct of ample 


n, i. 5 A ’ ‘ > Nd- 
proportions, avoidance ‘of sharp angles in all warm air Street, Los Angeles, Calif., under the firm name of Ed 


ne and cold air pipes, as little change from the shape and wards & Gilmore. 
ue size of the original round conductor pipe as possible and 
" ag strict adherence as possible to the straight, upward, B - C 
*’ | unobstructed flow of warm air. USINESS hanges 
The first issue of the monthly bulletin of the chapter ; 
ry made its appearance at this meeting but without a name, B. J. Callahan, plumbing and heating contractor of Fort 


Wayne, Ind., has moved his business from 1845 Calhoun 


it, and the editor-in-chief, J. E. Bolling, 11 S. Desplaines 
street to 1828 South Calhoun street in that city 


street, Chicago, asks, ‘‘What do you suggest as a name 


he for this paper? If you think it is going to be hard to Arthur S. Haney recently moved his plumbing and heat- 
‘i think of a name, just think of the fellow who names all ing business from Roslyn, Pa., to Ardsley, Pa., where he 
5, the Pullman cars, and please send your suggestion to the is located in his own new building. 

rn editor.”’ Thomas Altkin, for many years engaged in the plumb- 
ic Reports were received from members as to the illness ing and heating business in Manchester, Conn., and more 


of E. P. Heckel and Thomas Douglas, both of which were recently on Market street, Hartford, Conn., has retired 
encouraging. New members taken into the chapter were’ from active business, having reached the age of 76 years. 


on 
a 0.W. Martin, Flaxlinum Insulation Co., Homer F. Horton, The business which he established will be conducted by 
: National Regulator Co., Ernest Szekely, Drying Systems, Daniel P. Altkin, who has been connected with the firm 


lnc, E. J. Gossett, of Bell & Gossett, all of Chicago, Ill. for a number of years. 
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PHILADELPHIA MASTER PLUMBERS HOLD “LADIES’ 
NIGHT” 

The Philadelphia Master Plumbers’ Association held its 
annual ‘“‘Ladies’ Night’ at the Bellevue-Stratford in Phila- 
February 3 The beau- 
tifully decorated ballroom of the hotel was the setting, the 


delphia on Wednesday evening, 


dinner was excellent, the string orchestra which dispensed 
soothing music through the meal and the one which 
played dance music later in the evening were of high 
quality, and the quartette of singers was fine 
Immediately after the last course, President-Toast- 
master John A. Quinn made his welcoming address He 
spoke of the ladies and of their presence, of their great 
aid to the masters He eulogized the local association 
from the early days of its history, telling of its growth 
until now it is the largest in Pennsylvania and one of the 
Then he intro- 
of Wilming 


the first president from the South, east of the 


largest and strongest in the United States 
duced National President Henry E. Longley 
ton, N. C 
Mississippi River. President Longley talked of association 
affairs, praising Mr. Quinn and his splendid work as chair 
man of the apprenticeship committee of the National As- 
sociation He added a word of praise for the auxiliaries 
and urged the masters to come to Louisville and to bring 
the ladies along 

City Solicitor Joseph P. Gaffney was the next speaker 
his message being the spirit of co-operation shown by the 
masters with the city, and the desire of the city govern 
Then came 


president of the Pennsylvania 


ment to work with the association tichard 
Turner, of Wilkes-Barre 
State Association, who told the 600 present about state 
affairs, ending with an invitation for all present to attend 
the state convention in Erie 

G. W. Elliott, director of public safety of Philadelphia, 
then told all about the city of Philadelphia and the police 
department, being followed by J. Wilbur. director of the 
Health Department By this time 11 o’clock had struck 
and the floor was cleared for an hour’s dancing before the 
party ended at midnight 

Of course many noted master plumbers besides those 
mentioned were there For instance, there was Samuel 
F. Wilson of Newark, N. J., 
Association of Master Plumbers 


past president of the Nationa! 


All in all, the occasion was one to be remembered, and 
the committee members in charge deserved the com- 
mendation they received. This committee was headed by 
Magistrate E. F 
Quinn, George Moeller and Secretary Robert H 
Felder 


Roberts, who was assisted by John A 
Pflug 


ALEX AUCHINACHIE HONORED WITH DINNER 
Master Plumb 
ers’ Association has had a great event each year, one 


For twenty-one years, the Albany, N. Y 


that has earned for it an enviable reputation among the 
other associations in the state, and which has by its very 
continuity become as well known as any affair held by the 
trade. This event is the annual dinner to the president 
of the New York State Master Plumbers’ Association, first 
held in honor of John E. Dugan, of Albany, on January 18, 
1906, and last held at the Ten Eyck Hotel, Albany, Thurs- 
day evening, February 4th, with Alex Auchinachie, Bing- 
hamton, as the guest of honor. 

The twenty-first gathering was no exception to the 
Despite a blizzard that even the old-timers would 
admit was a real storm, approximately 125 master plumb- 
ers turned out to honor the man the master plumbers of 
New York State had deemed worthy of heading the Empire 
State organization 


others. 
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William F. Cassidy, president of the Albany Asso: iation 
opened the session with a brief address of welcome, «nding 
with the almost unnecessary introduction of Al!ion J 
Eckert, past president of the Albany Associati: who 
acted as toastmaster Mayor William S. Hackett, of 
Albany, was to have been the next speaker, but due to his 


illness Leo Doody, commissioner of charities, and a ther 
of James H. Doody, master plumber, took his pla« The 
son of one master plumber and the brother of another 


Commissioner Doody knows the importance of th raft 
and told his hearers that plumbing was one of the most 
important factors of the present standard of livir 
President Auchinachie had to leave early in order t 
catch a train, so he was called upon next. The president 


urged better co-operation between master plumber, jobber 
and manufacturer, as he said their desires and necessities 
were identical. He also urged that all present attend the 
state convention in his home town of Binghamton, well 
as the national convention in Louisville, Ky. At the latter 


convention, he reminded his hearers, New York State will 
have a candidate for national vice-president in the person 
of Thomas F. Nolan, of Albany. 

Then came Louis J. Yauchzi, of Rochester, national! 
director, who traced the growth of the organization since 
1882, and told of the benefits of association membership 
and C. A. Holmquist, director of the division of sanitation 
of the State Department of Health, who talked on the 
relation of plumbing to sanitation. The Honorable Daniel 
H. Prior closed the main speech making by telling of the 
plumber’s contribution to civilization. 

Many notables were present. Four guests of honor at 
previous affairs of this kind, John E. Dugan of Albany 
(1906), Frederick E. Fladd of Rochester (1911), John H 
Moran of Albany (1912), and August Ebke of Buffalo 
(1925), were included in the guest list. Other out-of-town 
guests included Stephen Welch of the Bronx, John Rogers 
of Queens, and Past State Secretary William FE. Shaddoek 
of Buffalo. 

Entertainment was of the highest order. 
furnished by an excellent orchestra. 

The committee in charge was headed by Thomas F 
Nolan and included Franklin F. Schimpf, treasurer; J 
Matt DeRouville, secretary; John H. Moran, James H 
Doody, Thomas A. Branion, Martin Farrell, Joseph Nicklas, 
Joseph O. Stapf, John T. Kerwin, Henry J. Noord and 
William Berger. 


Music was 


NEW M. P. A. ASSOCIATION BEING FORMED 
IN WASHINGTON 

An organization of master plumbers in several small 
towns adjacent to Seattle, Wash., to be known as the 
White River Valley Association, comprising men of the 
trade in Enumclaw, Buckley, Puyallup, Auburn and pos- 
sibly Renton, is being formed at this time under the 
direction of J. Douglas, of the Douglas Plumbing o., at 
Enumclaw. : 

J. N. Belanger, executive secretary of the Heati 
Sanitary Engineers’ Association, of Seattle, has agreed 
to assist in organization work and plans are now being 
made for a meeting of the master plumbers of the towns 
named, at Enumclaw, at an early date. Most of the men 
of the trade in the small towns are members of the 
Washington state organization, but a closer relationship 
between the various shops in the White River Valley is 
desired. 


g & 





Ed. D. Hanan, of Paducah, Ky., has been awarded the 


‘plumbing and heating contract on the $50,000 Lakeview 


Country Club's clubhouse, at Paducah, Ky. 
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KANSAS STATE CONVENTION PLANS NEARLY 
COMPLETE 
The Kansas State Association of Master Plumbers will 
hold its 38th annual convention in Kansas City, Kans., on 
March 15, 16 and 17, with Grand 
hotel. The Kansas City committee, under the able leader 
ship of C. E. Gilhaus, is putting forth extra efforts to 
make this convention the ever staged Invitations 
have been sent out to all members and 
the state to attend and to enjoy the program and enter- 


headquarters at the 


best 
non-members in 
tainments planned for their special benefit Jobbers and 
manufacturers are also invited to attend the 
The board of directors of the state as- 
that 
well 


sessions of 
the convention. 
sociation has planned a will 
instructive, but entertaining as The 
sociation will be represented by Jere Sheehan, Jr., 


not only be 
National As- 
of St 


program 


Louis, Mo., a member of the national board of directors 
and B. J. O’Donnell will be the official representative from 
the National Trade Extension Bureau. 


BOSTON ASSOCIATION TO HOLD ANNUAL BALL 

The Master Plumbers’ Association of Boston and Vicin 
ity, Inec., will hold its annual ball Tuesday 
February 16, at Convention Hall, St. Bodolph and Garrison 
James G. Gillespie, of Dorchester, 


evening, 


streets, Boston, Mass. 
is president of the association, and Robert C 
of Boston, is secretary. 


Van Amringe, 


CERTIFIED SANITATION & HEATING 
HOLDS FIRST MEETING 

The Certified Sanitation & Heating Association of Long- 
view and Kelso, Wash., was organized January 23 at 
Longview. The membership is composed of master plumb- 
ers from the two neighboring cities. J. Frank Scott, of 
the Scott Heating & Plumbing Co., of Kelso, was elected 
president; J. Marshall, of Bradley & Marshall, Longview, 
was elected secretary, and J. Schaffer, of Kelso, was 
elected treasurer. . 


ASSOCIATION 


The possibility of obtaining the state convention for | 


Longview in May was considered at the first meeting. The 
local association is affiliated with the state organization. 
The newly organized group will meet once a week, alter- 
nating between the two cities, each meeting being con- 
cerned with discussion pertaining to plumbing business 
and the betterment of sanitary installations. Those pres- 
ent at the meeting were: S. A. Hendrix, L. E. Bradley, J. 
Marshall, J. H. Keyy, Sr., M. Cameron, E. Embley, George 
Plant, H. Richenderfer, J. A. Schaffer, J. Frank Scott, R. 
FE. Lee and M. Leitzen. 
SALT LAKE CITY ASSOCIATION ADOPTS NEW 
CONSTITUTION 

A new constitution was adopted by the Salt Lake City, 
Utah, Association of Sanitary & Heating Engineers at a 
meeting held January 14. The new rules were prepared 
by Frederick L. Fiske, manager of the association, and 
are much more complete than those under which the or- 
ganization has been operating. Revised by-laws are also 
under consideration. 

The new constitution provides that the election of offi- 
cers shall be held annually, at the first meeting in Feb- 
ruary, instead of twice a year as in the past. The board 
of trustees, composed of three members, is elected for 
three years. The board of governors is composed of five 
members, in addition to the president as an ex-officio 
member. In case of a vacancy in any office, it shall be 
filled by an election at the next meeting. 

The board of governors, in conjunction with the presi- 
dent, is given the general management of the association. 
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The Model B 


*1002° 


List, f.0. 6. Indianapolis 






WATER SYSTEMS 


Reduced Prices! 


Gurley Automatic Water Systems at the new prices below 
are business getters for master plumbers everywhere. At- 
tractive discounts insure real profits. The performance of 
the Gurley positive-seal rotary pump makes the sales. 


Murdock Jr. - - = - $ 75.00 


(Capacity 175 gallons per hour) 


Model B - - - = $100.00 


(Capacity 220 gallons per hour) 


Model C - = = = = $125.00 


(Capacity 400 gallons per hour) 


Model D - - = = = = $150.00 
(Capacity 600 gallons per hour) 


All above prices are list, f.0. b. Indianapolis 


GURLEY PUMP & MFG. COMPANY 


807-808 Merchants Bank Building INDIANAPOLIS 











The new “Rainbow’’ is now fitted with 


NowoB 


BASIN FAUCETS 


PATENTED OCT. 20, 1925 








; “iz 

$ D-477 ‘NEW MODEL" 

A decided improvement that makes them practically everlasting. 

The Basin faucets have bronze removable seats, hard vulcanized Rubber 
Seat Washers, non-rising, stem-direct pressure. “Principal” of stem, against 
seats, no grinding or twisting and very smooth working. The body of the 
faucet is not threaded to engage the stem and (outside of the Bronze Re 
movable Seat) the body of these faucets are absolutely everlasting. 

Removable seats will be appreciated by users and in the *‘ NOWOB"’ 
construction not only the seat but all wearing parts are renewable. 

Rainbow fixtures have always been in demand—the ‘‘NOWOB”’ con- 


struction makes them better than ever. 


LIST PRICE $18.00 each Write your jobber for prices 


STREET & KENT MFG. CO. 
1954-64 Clybourn Avenue : CHICAGO, ILL. 


Manufacturers in Chicago since 1888 
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The trustees have control of all property of the associa- 
tion. It is provided that no member shall have a sever- 
able or separable interest, but that title to all property 
shall vest in the trustees 

Any person, firm, or corporation having a plumbing 
license and conducting a legitimate plumbing business in 
a permanent location in Salt Lake City is eligible for 
A three-fourths majority vote of all mem- 
bers present at a regular meeting shall be necessary for 


membership 
election to membership Each member, whether an in- 
dividual, firm, or corporation, shall have but one vote 
The membership in the organization 
is not transferable, unless such transaction is approved 


upon any question. 


by the board of governors and ratified by the association. 
The regular election of officers will be held in February. 
The present officers are talph D 
Parley G vice-president; H. H 
tary; Peter P. Erskine, treasurer 


Evans, president; 
Bockholt, secre- 
The board of governors 


James, 


is composed of President Evans, Pomeroy Spencer, W. A. 
taddley, William A. Bywater and S. J. Tobin 


COL. W. G. ARCHER TO TOUR TEXAS 


Col. W. G. Archer, of the National Trade Extension 
Bureau of Evansville, Ind., will deliver addresses in the 
principal cities of Texas during the months of February, 
March and the early part of April. Col. Archer will begin 
his series of addresses in Fort Worth on February 22, and 
will complete his tour when he leaves Port Arthur for 
Evansville on April 16 During his trip Col. Archer will 
visit and lecture in sixteen of the principal towns and 
cities of the state, in many as a guest of the Rotary, 
Kiwanis or Lion’s Club. Plans have been made to have 
him give an address over station WOAT in San Antonio 
during his stay there 


Bathroom 
OOOO OOo 


In the SNO-WITE Line of Genuine 
Porcelain Enameled Bathroom 
Trimmings you will find a pattern to 
please every taste and each piece is 
sold with a written, ten-year guaran- 
tee against chipping or discoloration. 


IDOI OOD) 


(a) 
(a) 
(a) 
(a) 
(a) 
(a) 
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AMERICAN ENAMELED PRODUCTS CO. 
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This &° That, Here &? There 


Wenzel & Henoch Co., of Milwaukee, Wis., was the 
lowest bidder for the heating system for the testing and 
control station at the municipal sewage disposal plant 
according to the sewage commission. 

Clas, Shepard & Clas, architects of Milwaukee, Wis 
who designed the addition to the Milwaukee hospital, hav 
announced that they will receive bids on plumbing ani 
heating for the addition. There are 44 rooms in th 
addition and it is five stories high with a basement. 

W. H. Egan & Son, of Milwaukee, Wis., have beer 
awarded the plumbing contract and Grassler & Gezel 
schap, also of Milwaukee, have been awarded the heating 
contract on the addition to the garage of Ed. Schuster & 
Co., at 772 Fourth street, that city. The building will be 
100x150 ft., and one story high. 

Louis A. Pettit has withdrawn from the Pettit Plumb- 
ing & Heating Co., Rice Lake, Wis., and will devote his 
entire time to the Nash-Ajax agency. Mark V. Pettit is 
now sole owner of the plumbing business and will continue 
to conduct it under the same name. 

The Wahpeton Plumbing & Heating Co., Wahpeton, N. 
D., has recently completed the installation of plumbing 
and heating systems in schools at Marion, N. D., a $7,700 
job; Elliott, N. D., a $3,000 job; Milnor, N. D., $4,989, 
and St. Mary’s parochial school at Breckenridge, Minn, a 
$8,026 job. The firm has also recently completed the in 
stallation of plumbing and heating in the Eberly garage at 
Wahpeton and the Hoffman garage in the same city. 

Albert J. Wilson, of San Francisco, Calif., vice-president 
of the National Association of Master Plumbers, is plan 
ning to attend the annual convention of the Oregon Mas 


Trimmings 
\ 


SNO-WITE Trimmings are used in 
the bathrooms of leading hotels and 
apartment buildings and can be relied 
upon to give your customers full 
satisfaction. Write for latest catalog, 
showing the complete line. 








CHICAGO, 
ILLINOIS 


For 
Ten 


Years 
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ter Plumbers’ Association, and with this in mind the | 
program activities have taken on additional enthusiasm. | 

Cc. K. Rogers, Portland, Ore., is installing plumbing in 
a residence for Koontz & Sumner, 266 Luray Terrace, and 
also in a residence at 857 Overlook boulevard in that city. 


Standard Plumbing Co., Portland, Ore., is installing 
plumbing in a 17-suite apartment building at 696 Johnson 
street in that city. 

The First Church of Christ Scientist, of Aberdeen, 
Wash., is having preliminary plans prepared for a build- 
ing to be erected this coming season. The building will 
have a seating capacity of at least 800, but further plans 
have not been arranged, except that it will be built at 
Third and I streets on property owned by the church. 

William Pollman will erect a $30,000 building in Baker, 
Ore., for the use of the J. C. Penny stores. Work will 
start soon and it is expected to have it completed by 
guly &. 

At a cost of $110,000, the city of Prosser, Wash., will 
furnish a new system of water supply mains and dis- 
tributors and install a concrete lined reservoir of 300,000 
gallons capacity. The water system of Prosser was re- 
cently purchased by the city from the Pacific Power & 
Light Co. for $10,000. C. L. Ammon, city engineer of 
Prosser, has prepared plans for the new system. 

Raymond C. Green & Co., Jenkintown, Pa., recently 
completed an addition to their place of business in that 
city. 





At the recent annual convention of the Illinois Master Plumb- 
ers’ Association, at Danville, Ill.—Top row, left to right: G. 
M. Durgin, of Woodward-Wanger Co.; C. E. Littell, N. 8S. 
Gordon and T. C. Nelson, all of Robbins, Gamwell & Co., and 
B. D. Johnston, of Woodward-Wanger Co—Lower row: Ben. 
Collier, of Inland Supply Co.; F. L. Stanley, of Wolverine 
Brass Works, and K. J. Breckert, of Inland Supply Co. 


The Aiken Construction Company, Portland, Ore., has 
awarded the plumbing and heating contracts on the apart- 
ments at Twenty-second and Everett streets to Williams 
& Gibson. This building will cost approximately $100,000. 


Vancouver, Wash., is making tentative plans for a 
$400,000 hotel to be financed as a community affair. J. 
A. Seully, of Tacoma, representing Hansen & Rowland, 
bond brokers, will have charge of the financing program. 
The plans call for an eight-story structure with the first 
story covering a lot, 100x100 ft., at the northeast corner 
of Thirteenth and Main streets. 


Smith-Warren-Colliver, Inc., Portland, Ore., has been 
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QS Double Seated Back Water 


FLOOR <= 
DRAIN 


Nos. 1102, 1115 and 1120. 
In 2", 3” and 4° sizes. 
Open pattern type. 
Enlarged throat gives 
double area water wa 
around ball. Full 4” se 
Brass cleanout plug. 
Polished brass or nickel 
plated strainers. Lower 
seat prevents siphoning. Spun copper ball. Illustration shows sand 
arrester and ball seats which prevent back water overflow and the 
escape of gas. It’s the best ever. Order from your jobber. 


Q S Sanitary Mfg. Co., Waterloo, Iowa 























[ If You Don’t Like It 
Don’t Pay for It 


So sure are we that you will like the 
MARTIN Portable Vise Stand and Pipe 
Bender that we want you to use one for 
10 days at ourexpense. Then— if you are 
not convinced that it is a 
piece of equipment which 
you cannot afford to be with- 
out—+send it back. 








H. P. Martin & Sons 
626 East 2nd Street 
Owensboro, Kentucky 












































awarded the contract for the installation of new equip- 





The Overton 
Roof Flashing 


makes a joint both air and water- 
tight, on any roof from flat to 
half pitch. 


Adjusts itself readily without turning 


Manufactured by 
BUTLER MANUFACTURING COMPANY 


Strongest 
Made 


The Hanna “Ball Joint’”’ 
Pipe Hanger is made of 
malleable iron, all sizes. 


Swings in any direction. 


A big time and labor 


saver. 





Write for 
‘Our Silent Saleaeman’’ 


The Penn Engineering Co. 


312 Cherry St. Philadeiphia, Pa. 
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“‘They Keep a-Running’’ 





\4, Horse Power Century Repulsion-Start 
Induction Single-Phase Motor. 


Heavy Starting Torque 
Mechanical Refrigeration 


The majority of household, ice cream cabinet and 
similar commercial refrigerating systems sold 
today are equipped with fractional horse power 
Century Repulsion-start Induction Single-phase 
Motors. They are also widely used for operating 
house pumps, garage air compressors, heat regu- 
lators and similar apparatus. 


1 They develop the exceptionally heavy 
starting torque required to insure starting 
such equipment. 


Low starting current permits the use of 
any approved single-throw switch for 
starting. 


Fuses which will protect the motor while 
running and carrying its load are usually 
large enough to effect a start. 


They are particularly suited to automatic 
or remote control requirements. 


The Century Wool-yarn System of Lubri- 
cation, applied to fractional horse power 
motors, assures at least one year’s con 
tinuous service without reoiling. 


oa > }! WN 


Temperature rise not more than 40 degrees Centigrade,sand they 
will at least meet all the test specifications of the A E. E. and 
Electric Power Club 


Century Single-phase Motors are built in all standard sizes from 
4 to 40 horse power 


CENTURY ELECTRIC COMPANY 
1806 Pine Street St. Louis, Mo. 
For More Than 22 Years at St. Louis 
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ment and alterations to the heating plant of the Mult 
nomah county court house. 

W. T. Perry, president of the Alabama Association of 
Master Plumbers, is sending out information covering the 
plans for the Alabama state convention on April 12th and 
13th at Montgomery. 

Cc. O. Langston, state deputy plumbing inspector, is 
moved his office from Duval County Court House, Jack 
sonville, Fla., to room 6, Masonic Temple, South Jackson 
ville, Fla. 

The Franklin Square hospital, of Baltimore, Md 
soon install a new central heating plant. 

F. W. Riedel, plumbing and heating contractor of 
eatur, Ill., recently left for a month’s vacation in Florida 
where he will visit friends and relatives 





At the recent annual convention of the Illinois Master 

Plumbers’ Association, at Danville, Il—Top row, left to 

right: A. D. Wood, Paul Jacoby and W. J. Blyth, all of 

Chicago, and F. M. Neylon, Macomb, Iil—Lower row: D. H. 

Richmond and F. J. Ruddy, both of Aurora, Ill.; E. W. Orr 
and J. N. Basniger, both of Danville, Ill. 


The Syracuse University, Syracuse, N. Y., of which 
Chas. W. Flint is chancellor, will soon take bids on the 
construction of a central heating plant. 

Ortonville, Minn., is considering the construction of a 
central heating plant to heat all of the public buildings 
and also any business places which desire to connect with 
the mains. 

The plumbing and heating contracts on the new Federal 
Reserve Bank in Salt Lake City, Utah, have been awarded 
The Will Rees Plumbing Co., 164 Regent street, Salt Lake 
City, was awarded the heating contract on a bid of $22, 
000, while Ralph D. Evans, Ness building, was awarded 
the plumbing contract on a bid of $7,500. 

The plumbing and heating contract on the new ten-story 
Medical Arts building, Salt Lake City, Utah, has been 
awarded to the James Plumbing & Heating Co., 62 Post 
office place in that city. 

The Merrill Co., South Boston, Mass., has been awarded 
the heating contract and W. W. Welch, Andover, Mass 
the plumbing contract on the new buildings at Phillip 
Andover Academy at Andover, Mass. 

C. N. Flagg & Co., Inc., Meriden, Conn., have been 
awarded the contract for plumbing and heating in the 
men's dormitory at the Connecticut Agricultural Colles: 
at Storrs, Conn. 

J. Howard Gile, proprietor of the Watannick Hous: 
Nashua, N. H., is having plans prepared for a new moder! 
hotel of 100 rooms to be built in Nashua in the sprin 
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Pritchard Bros., Madison avenue, Memphis, Tenn., have 
been awarded the plumbing contract on the Federal Truck 
Co.'s new building on Linden avenue in that city 
Architect D. W. Voorhees, Eitel Building, Seattle, 
Wash., 
ventilating in a to 
$500,000. The the 
corner of Seventh avenue and Stewart street. 


about 
northwest 


cost 


hotel 
located 


10-story structure, 


building is on 
Protests have been made by Olympia, Wash., plumbing 
and heating contractors in regard to installation of sewer 
and other work by 
violation of the city ordinance. 
have promised to take action. 
Seattle School District No. 1, Reuben W. 
will soon call for plumbing, heating 
connection with the $130,000 


connections unlicensed plumbers in 


The city commissioners 
Jones, secre 

and 
B.. C. 


tary, issue a 


ventilating bids in 


Hughes grade school, which is to be built on the corner | 


of Kenyon and Holden streets, Seattle, Wash. 


The new Eagle’s home in Attleboro, Mass., will be 
120x240 ft. and will contain six stores, a theatre and lodge 
rooms. It will cost about $350,000. 

William R. Walker & Son, 49 Weybosset street, Provi 
dence, R. I., have prepared plans for the new warehouse 
for Blanding & Blanding, druggists on West Exchange 
street in that city. 

Plans are being arranged and an appropriation sought 
for the installation of a new heating system in the old 
part of the Smalley school, New Britain, Conn. It is 


estimated that the improvement will cost nearly $6,000. 


Edward Bucholz, proprietor of the Bucholz Plumbing & 
Heating Co., at Asotin, Idaho, visited Portland, Ore., on a 
business and pleasure trip the last part of January. He 
has been identified with his present business for more 
than a quarter century and is well known in his part of 
the country. He operates a shop on wheels throughout 
the adjacent territory. In addition he is a specialist on 
well-drilling and windmills, and has made a careful study 
of sanitation. 


Thomas J. Rowe, secretary of the Master Plumbers’ 
Association in Portland, Ore., has just purchased a valu- 
able plot of business property at East Sixth and East 
Washington streets in that city. The property on Grand 
avenue, where Mr. Rowe’s plumbing establishment is now 


located, has been sold and he may later build a new 
establishment on his newly acquired property. 
The Frank Dupuis Co., Inc., 599 Main street, Paw- 


tucket, R. I., has been awarded the plumbing contract on a | 


new residence on Cole avenue, Providence, R. I., for W. S. 
Barrett. 


Benjamin Wright has prepared plans for the new 
building for Daniel F. Holmes, at Sabin and Mathewson 
streets, Providence, R. I., that will cost $65,000. Mr. 
Holmes was for many years proprietor of a plumbing busi- 
ness under his name. 


Owen Goodwin, 13 Wealth avenue, Providence, R. L., 


will shortly call for bids on plumbing, heating and | 
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has been awarded the plumbing contract on the new house 


at 393 River avenue, that city. 


John E. Bradshaw, 1129 Westminster street, Providence, 


R. I., has been awarded the plumbing contract on the new | 


residence at 217 Chapman street, that city. 


Albin T. Rossiter, of 464 Plainfield street, Providence, 


R. I., has been awarded the plumbing contract on a new 


house on Alvin street, that city. 


The Modern Plumbing & Heating Co., 129 Wayland 
avenue, Providence, R. I., has been awarded the plumb- 
ing contracts on the new houses on Chapman street. 
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| Automatic iive'ei’s 
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Softener 
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Fig. 118 
No. 5—-%-inch Compound In- | 
jector. Patented in U.38., Canada 


and Foreign Countries 


Whenever there is trouble with hard water you can 
install a DEHN’S Water Softener at a nice profit. 
It automatically softens hard water and positively 
overcomes the accumulation of lime, magnesia and 

| other minerals in water backs, heater coils, etc. Thou- 
sands now in use. Write for details. 








Compound Injector and Specialty Co. 
419-421 D N. Laramie Ave. Chicago, Ill., U. S. A. 
Originators, Designers and Sole Manufacturers of 
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Safety 
for the Child 


emacs: nate near oy 


LEONARD Thermostatic 
Shower Valves can be set 
to range from tepid to 
warm, and use of water in 
another part of house will 
not scald or chill the 
child. 


Your customer wants it. 


Leonard-RookeCo. 


Providence, 
Rm. I. 

















Quality Clear Through 


KNOTT ‘*Atlas’’ 


line xo 75 6©6' 'OAlet Seats 


linge No 










144-inet Seat, - 

inch Bar, - are made right, look right 
Wate far nickel, and are priced right. There 
2 ng is @ pattern for every type 


of toilet installation, fitted 
with rugged 16-ounce hinges 
of our own manufacture, 
trade - marked and fully 
guaranteed. 


Your Jobber Can Supply You 


KNOTT MFG. CO. 


TELL CITY :: INDIANA 


or Mahogany in 
all finishes —-also 
Sheet Celluloid 
covered 




















MIDLAND 
All Lead RO OF 


One Piece 
(Patented) 


FLASHING 


Base heavier than four 
pound sheet lead and extra 
large. Heavy calking ring 


AND METAL MFG. CO 


inside. No lead burned, 
soldered or any other joints to pull apart. Fits any pitch. 
Ask your jobber or write us direct for information. 


Midland Metal Manufacturing Co. 


KANSAS CITY -t- MISSOURI 














Welded Range Boilers 


The Tightest and Strongest 
Range Boilers Made 


D.D.WESSELS & SONS CO. 
DETROIT. MICHIGAN 


S4anOr FacrToe-aes 


CLEVELAND. on/0 KANSAS CITY, KAN. WALA EBRVILLE. ONT. 
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Eureka Smoke Test Machine 


For testing and disclosing 

leaks in plumbing waste 

and vent systems. 

Will 411 entire system with 

smoke without forcing seals 

of traps. immedi- 
ately loca 








Simple and safe in Xt - 
tion. As 
> Rraace and 


BAILEY FARRELL MFG. COMPANY 
PITTSBURGH, PA. 
Huntington, W. Va. Charleston, W. Va. 
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Lewis Bros., Hanover, N. H., have been awarded ‘h 
heating and plumbing contract on the new Theta Delta 


| Chi fraternity house at Dartmouth College, Hanover, N. H. 














John Morgan, of Boston, Mass., has been awarded the 
plumbing contracts on twelve two-family houses to be 
erected on Rosemont road in that city. 

The New Haven Water Co., New Haven, Conn., has 
awarded contracts for the construction of a dam «and 
other work in North Branford, to C. W. Blakeslee & Sons, 
of New Haven. Work on the new water storage shed will 
be started at once. The reservoir will hold fifteen billion 
gallons of water, which is five times the capacity of the 
present storage system. The area to be flooded covers 
some 300 acres and the work will cost $500,000. The 
water supply will come from the Hammonassett river in 
North Madison. 

Chief interest in big plumbing contracts in Maine cen- 
ters in Portland where it has just been announced that a 
200-room addition to the Congress Square hotel, already 
the largest hotel in the state and one of the largest in 
New England, is to be started at once. Every room will 
have a private bath. The addition will be connected with 
the present hotel but will be erected as a separate unit 
with provision made for further additions. The new 
structure will cost approximately $1,000,000. Specifica- 
tions will be ready for figuring within a few weeks and 
work will probably start about April Ist. 

The Klespig Plumbing & Heating Co., Eleventh and 
Wilmer avenue, Anniston, Ala., has been awarded the 
heating and plumbing contract on the new $43,500 gram- 
mar school in that city. 

The Fitzgerald Plumbing & Heating Co., 941 Louisiana 
avenue, Shreveport, La., has been awarded the plumbing 
contract on the new $83,000 store building, which is being 
erected in that city for E. W. Lane. 

Korn Bros., 919 Valence street, New Orleans, La., have 
been awarded the plumbing contract on the new $43,005 
warehouse for the H. G. Hill Stores Co. in that city. 

The Fuqua Construction Co., Danville, Va., has been 
awarded the plumbing contract on the $400,000 city hall 
building in that city. The Farley Plumbing & Heating 
Co., Danville, Va., secured the heating contract on the 
same building. 


Obituary 


Joseph F. Musselman 

Joseph F. Musselman, consulting engineer in heating 
and ventilating, with headquarters in New York City, 
died recently at his home in Bronxville, N. Y. He was 
responsible for the heating and ventilating plans of some 
of the finest office buildings and hotels in the country. He 
was a member of the A. S. H. & V. E. and many other en- 
gineering organizations. 

Charles P. Eastham 

Charles P. Eastham, of Beaumont, Tex., died at the 
Hotel Dieu in that city on Sunday, January 31st. He 
had been ill only a few days and the news of his death 
came as a great shock to his many friends. He was man- 
ager of the plumbing business of the Ed. E. Eastham Co 
356 Fannin street, Beaumont, having come to that city 
about twenty years ago and later engaged in the plumbing 
business with his brother. He was a member of the 
Masonic lodge and the Rotary club and took an active 
interest in all civic affairs. His widow, Mrs. Byrdie ‘ 
Eastham, five brothers and one sister survive him, 
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| | REVERSIBLE 
CHAIN 
> | PIPE WRENCH 





When you need steam badly 


Badger 
Expansion 
Joints 
do not 
need to be 
repacked. 
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E. B. BADGER & SONSCO. | 
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Mention Domestic Enciwezrinc when writing advertisers. 
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CANTILEVER 


It’s on right the first time 
because 
Cantilever is Reversible 


That means you simply apply the 
wrench directly to the pipe (not one 
side or the other) without first figuring 
out whether you want to take-up or 
back-out. Just put ‘er on, pull either 
way, and she grips. 


There is no necessity to take CAN- 
TILEVER off the pipe to reverse 
pull the handle in the other direction 
that’s all. No fussing or cussing. 


Every Chain Proof-Tested 
Ask Your Jobber 





Cantilever Wrench Corporation 
Paterson, New Jersey 





PIPE hima TINGS NY] 


Trade Mark 


IRON pony GATE VALVES 


Screwed 


and 
Hub 


0.S.&Y. 


Patterns 


Sizes 
2 to 12 
Inclusive 





ILLINOIS MALLEABLE IRON CO. 
CHICAGO, ILL. 
@ENERAL OFFICES 1801 DIVERSEY PARKWAY 
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The New 


System 


add toy UF bre stige and your cus 
tomers’ 8 faction at the same 
time P ively automatic, prac 
tically ne ‘selena it needs neither 
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National Water Lift Co. 


Kalamazoo, Michigan 






















Tank Fittings of Quality 


Elevated, Low-Down, Top and Bottom Supply 
Tank Levers and Valves 





the 
that would result from a shortage of our water systen 


have 
wastage of water for washing of streets and flushin: 
sewers be discontinued immediately. If it is desired to 
continue this practice use salt water. 3. That fresh water 
1856 “McSHANE’’ 1926 in the present fire protection system be changed to salt 
water and so used until such time as all danger of a 
water shortage is passed. The loss to the city from the 
rusting of pipes is as nothing compared to the menace 
The ORIGINAL Compound Lever Ball Cock to the public health of our people from a shortage of a 
pure fresh water supply which we now enjoy.” 
This report was referred to the public utilities commit- 
tee and immediate action was taken. Reports from the 
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SAN FRANCISCO, CALIF., FEARS WATER SHORT \GE 
Dr. William C. Hassler, health officer of San Francisco, 


Calif., in a letter to the members of the board of s:per- 


KALAMAZOO visors of that city, urged them to take immediate -‘eps 


to conserve the city water supply. Owing to the shor age 
Water Supply of rains this year, it is feared a water famine will be ficed 
in the summer, and it is Dr. Hassler’s contention tha! the 
health of the people is menaced by the shortage of water 


will boost mur 1926 profits and The 


health department recommends that flushing of 


streets be temporarily stopped and that salt water be 


servicing. nor excuses. Let us turned into the fire protection system. The report says 
nd you comple for on : as : 
aS ee in part: “Immediate steps should be taken to safeguard 


citizens of this city against the menace from dis«ase 


sv directing the city engineer to proceed without delay 
providing additional wells in the Richmond district 
where a plentiful supply of underground water exists, and 


the same ready for the extreme emergency. 2. That 
if 


McSHANE Spring Valley Water Co., showing the resources of the 
BELL FOUNDRY CO company’s water supply, have been handed the committee 


BALTIMORE, MARYLAND 




























Phillips Self-Drilling Expansion Shells for Pipe Hangers, Bolts, ete. 





You Need These 


















and 
for 


a report from the city engineer was also furnished 


reference. 





BOSTON MASTER STEAMFITTERS TO INCORPORATE 
The Master Steamfitters Employers’ Association of Bos- 
| ton, Mass., and vicinity has filed an application with the 
Secretary of State, Frederick C. Cook, for a charter of 
incorporation. Neil F. Caddigan of Medford, Mass., and 
others, have signed the application. The association plans 
to include in its membership master steamfitters in Boston 
and all of its suburbs. 


CHICAGO APPRENTICES TO MEET 


The registered plumber apprentices of Chicago will hold 
general meeting on Wednesday evening, February 17, 


a 
They provide “A New Sharp Drill for Every Hole” and they won't . 
am ost, oaeer. Write for full details. * song regarding Paiitins at eight o’clock, in the assembly hall of the Lane Technical 

Ee SEND a EOI SONU High School, Division and Sedgwick streets. There will 
1537 Cortland Street | jy, ¢:; ' , > ssentatives » Chi j 7me 

PHILLIPS DRILL COMPANY — CHICAGO, ILLINOIS be talks by representatives of the ( hicago journey men 

and master plumbers’ organizations. Music will be pro- 


vided by the Lane band. 
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Monarch Users Are Free From Trouble 


| Expensive Service Calls Very Rare on 
Monarch Water Systems and Softeners 


The servicing bugaboo must be considered 
when selecting an automatic Electric Water 
System. We nominate the Monarch for com 
parison with any other system because we 
know that it is the simplest, sturdiest and 
most dependable outfit on the market. Those 
are its outstanding qualities. Full line for 
shallow and deep well requirements. $90.00 
and up 


230 E. ist Street 


Catalog DE2 Ready— Send for One 


The Monarch Engineering Co. 


We welcome comparison of The Monarch Water 
Softener with any other and point to the famous 
Single-valve construction as its strongest claim. 
The single-valve feature eliminates all delicate 
complicated working parts. In this way we re- 
move all danger of the softener not functioning 
due to salt brine corrosion. Armco Iron rust 
prooftanks. Standard quality material through- 
out. Full line to choose from. $100.00 and up. 








DAYTON, OHIO 
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MAINE ADOPTS STATE PLUMBING CODE 


After several years of hard work, Maine master plumb- 
ers have succeeded in having the state adopt a uniform 
code of plumbing, which becomes effective at once. Ata 
recen' conference of the Maine public health council with 
a delegation of the Maine State Master Plumbers’ Associa- 
tion held at Augusta, the new plumbing code was adopted. 

The conference was originally scheduled for Dec. 16, 
but owing to the Christmas and New Year holidays, it was 
postponed until last week, when all of the members of 
the council and half a dozen of the leading master plumb- 
ers, including the members of the legislative committee 


of the state association, discussed the new code and put it 


into effect. 

The new code is almost identical with that adopted in 
New York state by the New York state department of 
health in 1925. The Maine regulations also embody the 








Top picture: Exhibit of Humphrey Co., Kalamazoo, Mich.— 
Middle picture: Combined exhibit of United States Radiator 
Corporation, Detroit, Mich., and D. & T. Manufacturing Co., St. 
Louis, Mo.—Lower picture: Exhibit of Q-S Sanitary Manufac- 
turing Co., Waterloo, Iowa, at the recent annual convention 
of the Illinois Master Plumbers’ Association, at Danville, Il. 
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fos. Drains 


for Every Purpose 


There is a Josam Drain for every 
possible use, for 
Floors 
Roofs 
Urinals 
Showers 
Swimming Pools 
Gutters 
Cornices 
Drinking Fountains 
Elevator Pits 
Garages 
Hospitals 


and wherever Drains 
are used. 





Other guaranteed Josam 
Products are 


Check Valves 
Back Water Traps 
and Sewer Valves 
Expansion Joints 
Vent Stack Sleeves 
Soil Pipe Connectors 
Concrete Inserts 
Eccentric Flange 
Unions 
Combination Closet 
Fittings 


If you haven’t a copy of our PJ Cat- 
alog send for it today, 


Josam Drains are sold by all 
plumbing and heating jobbers. 


The Josam Manufacturing Co. 
Sales Office: Factory Office: 
4904 Euclid Building Canal Road 


Cleveland, Ohio Michigan City, Ind. 
‘There are 

no substitutes 
for Josam 
Products’’ 
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| Are you selling the 


| BRYAN 
Heat Generator? 


— Less fuel, less attention, less 
repairs. More heat and quicker 
heat——one fourth the time. 


For use with oil or gas fuel—any 
type of heating system—steam, 
water, vapor or vaccum. 


The Bryan Heat Generator makes 
enthusiastic boosters out of your 
customers. 











A postal brings details. 


Live Agents Wanted 


Bryan Steam Corporation 


Peru, Indiana 




















| recommendations made by Secretary Herbert Ho: ver, 
| being identical with the recommended minimum require- 
ments for plumbing in dwellings in Secretary Hoc ver’s 
report of 1924, as issued: by the Bureau of Standariis of 
| the United States Department of Commerce. 

Copies of the Maine regulations have been prepared 
and are in the hands of the printers. As soon as they are 
off the presses, copies will be supplied to the master 
plumbers throughout the state. 

For several years the Maine Master Plumbers’ Asso cia- 
tion has been at work on a plan to have a state plumbing 
code adopted. Owing to the large rural sections in the 
| state and the fact that many communities, some of them 
| of considerable size, had no plumbing inspection, the task 
which the Maine association undertook was a difficult one 

For the past two years health officials of the state have 
been co-operating with the state association. Members 
of the state department of health have been speakers at 
many of the association meetings, where the proposal has 
been the chief topic of discussion. 

A little more than two years ago the movement received 
considerable impetus when the state health authorities 
started to improve conditions about the water supplies 
of the larger cities. Conditions: which they discovered 
resulted in their seeking the co-operation of the Master 
Plumbers’ Association. This led to the adoption of cer- 
tain regulations regarding installations about water sup- 
plies and now the state-wide code has been adopted. 

Dr. Clarence F. Kendall, commissioner of the State 
Department of Health in Maine, has given the matter 
close attention for many months and has co-operated with 
the plumbers in every manner possible. Others who are 
members of the State Health Council, which has adopted 
the code, are: Hiram W. Ricker, of Poland; Dr. O. R. 
Emerson, of Newport; Dr. J. G. Towne, of Waterville, 
and Dr. H. A. Kelley, of Portland, all of whom have ap- 
peared before the annual meetings of the Master Plumb- 
ers’ Association. 

Adoption of the state plumbing code is part of a health 
compaign which the state department, with the co-opera- 
tion of the master plumbers and other similar organiza- 
tions, will wage during the coming months. The great 
influx of summer visitors to the state has brought about 
many problems which heretofore were given but scant 
consideration. There are hundreds of summer camps for 
children and young people, and the sanitary conditions 
of these require the utmost care and supervision. There 
are hundreds of prosperous summer hotels catering to 
large numbers of guests. Here again, the greatest care 
is required to keep water supply sources from contamina- 
tion from waste disposal. In all of the newer camps and 
hotels, attention has been given this subject through the 
efforts of the master plumbers and the state health council 
but some of the one-time smaller camps and hotels which 
have grown rapidly and have lacked proper financing, 
have made only temporary arrangenrents. Careful study 
of these conditions will be made and corrected before the 
next summer season opens. The master plumbers are ex- 
pected to play an important part in the health program. 





NEW MASTER PLUMBERS’ ASSOCIATION FORMED 
IN NEW JERSEY 

New Jersey now has another local Master Plumbers’ 

Association. The newest addition to the family of masters 





in this state is the South River Association, whose 20 
members were recently admitted as a body. State Presi- 
dent John Corcoran, State Organizer Joseph Sprouls, and 


Ira Morris and Walter A. Grub, of Newark, installed the 
new officers. 
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Swimming - ‘Pool News 


William M. Keller, 391 Elmwood avenue, Providence, 
R. I, has been awarded the plumbing contract on the 
Providence Boys Club new swimming pool building in the 
rear of 226 South Main street in that city. 

The Little Rock Country Club, Little Rock, Ark., will 
soon construct a $16,000 outdoor swimming pool on its 
grounds. 


The Queensbury National Athletic Association will con- | 


struct a new swimming pool in the proposed Casino build- 
ing at Fourteenth street, Washington, D. C. 


A large swimming pool will be included in the new | 
home of Claude C. Niles, which is to be built at the corner | 


of Ashland and Chicago avenues, River Forest, IIl. 


The 150x350 ft. swimming pool being constructed by the | 


Blue Dell Lodge Co. at the Blue Boar Barbecue on the 
Long Run road, McKeesport, Pa., is expected to be finished 
by June 1. 

As soon as weather conditions permit, work will be 
started on a new swimming pool at Moundridge, Kans. 








Top picture, left to right: W. H. Entwistle, secretary, Hlinois 
Master Plumbers’ Association, Quincy, Ill; Ira H. Morris, 
secretary, Master Plumbers’ Association, Newark, N. J. and 
J. B. Walker, secretary, Heating & Piping Contractors Asso- 
elation, Pittsburgh, Pa.—Middle picture: Geo. F. Roser, secre- 
tary, Louisville Master Plumbers’ Association, Louisville, Ky. 
and F. V. Bosemer, vice-president, Louisville Master Plumb- 
ers’ Association—Lower picture: John H. Keane, secretary, 
Master Plumbers’ Association, Pittsburgh, Pa., D. L. Griffin, 
Secretary, Master Plumbers’ Association, Tampa, Fla. and 
Thos. Gale, secretary, Heating Contractors’ Association, St. 
Louis, Mo—From photographs taken at the recent Presidents’ 
nnd Secretaries’ Conference, at Evansville, Ind. 
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Patented 
Sectional view of 
joint turned up 


side down to 
show how dowels 
are inserted from 
bottom. Mois- 
ture only makes 
them tighter. 
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. Quality Seats 
at 
Quantity Prices 


“Built-Well” Toilet Seats are made 
from selected lumber by the most 
expensive method of construction— 
the famous Double-Doweled V-Lock 
Joint—and are equipped with heavy 
brass fittings. 

Yet—you will find that they cost but 
little if any more than the ordinary 
wood seat. Write for a copy of the 
“Built-Well” Cathlog showing our 
complete line of standard models 


NOW. 


Built Well My. Co. 


1458 W. KINZIE ST. 
CHICAGO 
Order a sample seattoday. You 


can return ui if i ts not the 
biggest value you ever received. 


ata’ vv, 
900000 0000000000009 900000 
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From Any Light Socket 


That is what you get with the ELECTRO MELTER 
at an average cost of 35c per 8 hour day. 
pound capacity and wil! melt a 10-pound solder pot piece 
in 15 minutes. 
makes it the ideal solder pot for residence work 
portable cord with armored plug supplied with each pot 
Price complete $15. 


Write us for literature describing the Electro Melter in 


full detail. 


Manufactured and Guaranteed by 


ELECTRO ENGINEERING CO., Inc. 


117-12 Atlantic Ave. 





It has a 15 


It eliminates all smoke and odor, which 
A 10-foot 


RICHMOND HILL, N, Y. 
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—TRIMo— 


Why You Should Buy 
These Two Tools 


a 


TRIMO 
PIPE WRENCH 


First—TRIMO PIPE 
WRENCHES are of superior 
design. Second—The insert 
jaw in the handle (replace- 
able at small cost when worn) 
makes this tool the lowest in 
final cost. Third—Nut guards keep 
the wrench adjusted in close quarters. 
Fourth — Unbreakable steel frame 
guarantees durability and Fifth— 
Jaws grip firmly, will not lock on the 
pipe but release readily. Eight STEEL 
handle sizes, 6 to 48 inches, four WOOD 
handle sizes 6, 8, 10 and 14 inches. 


THIS PIPE 
CUTTER 


comprises two tools in one— 
can be used with one cutting 
wheel and 2 rolls or 3 cutting 
wheels. Frame is drop-forged. 
New vanadium steel THIN 
wheel makes cleaner cut. 
Made in three sizes for pipe 
Y inch to 3 inches. 


=i 





All TRIMO Tools 
Are Fully Guaranteed 


TRIMONT MFG. CO. 


Roxbury, Boston, Massachusetts 
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Bath a Day Movemen: 


There are very few industries around which such a splen id bit 
of propaganda as the Bath a Day movement can be built. The 


service which the master pi imber 

offers to his community ts so ‘tally 

related to the health of that com) unity 

that his message is really one of major 

importance. It offers, therefore, «in op- 

portunity to approach the public with 

: reference to a subject upon which it is 

possible to advance constructive and helpful advice. The ‘Story 


of the Bath” sums up for its reader all of the historical facts con- 
cerning the bathing habits of nations from early times. In 
ing the healthful effects of frequent bathing, in presenting the 
subject in such a readable and interesting style, it renders 
portant service in helping to raise standards of living. Those who 
distribute it will without doubt be remembered by those wii read 
it. Such, in fact, is the experience in those 158 cities and towns 
where the booklet is now being used as supplementary rea 
the schools. 


tress- 


n im- 


ing in 


tention of the members and officers of the Women’s 

Auxiliaries. Here is a genuine opportunity to con- 
tribute a constructive bit of help to the business of the 
master plumber. 

We have many inquiries here from school teachers in 
communities all over the United States. We list those 
communities below. We suggest that the ladies whose 
towns are listed write us for full particulars and we will 
be glad to point out how they may help create new busi- 
ness for their husbands. 


\ GAIN we call the Bath a Day Movement to the at- 





Alabama— Maryland— 
Bayou Labatre Venton 
Arkansas— Massachusetts— 
Little Rock Boston 
California— Foxboro 
Alameda Holyoke 
Banning Hopedale 
Felton Maynard 
Lompoc North Adams 
Monrovia Northampton 
San Francisco Michigan— 
Colorado— Allegan 
Grand Junction Battle Creek 
Gunnison Bay City 
Moffat Detroit 
Connecticat— East Lansing 
Bridgeport Grand Rapids 
Brookfield Minnesota— 
Sandy Hook Brook Park 
Southington LeSueur Center 
Stratford Lindstrom 
Waterbury Minneapolis 
Illinois— St. Paul 
Crystal Lake Mississippi— 
Hyde Park Eastabuchie 
Lake Bluff Jackson 
Wood River Pearl 
lowa— Pettit 
Audubon Missouri— 
Cedar Falls Holland 
Corning Sikeston 
Dubuque Montana— 
Kansas— Lathair 
Ft. Scott Nebraska— 
Kansas City Fullerton 
Quinter Powell 
Ulysses St. Mary 
Kentucky— Nevada— 
Clifty Yeringtons 
Corbin New Hampshire— 
Crofton Exeter 
Greenup New Jersey— 
Richmond Allentown 
Springfield Belleville 
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2 | Keystone Silent 





























The 
iber 
al An All-White Closet / 
nity 
x ke ee Combination of 
st Exceptional Merit 
tory 
- The Keystone Silent is neat in appearance, 
a very compact and is practically noiseless 
in in operation. It has no exposed metal 
- parts and the Vitreous China Tank is 
wi provided with good Fittings. Fur- 
9 in nished with concealed supply when 

specified. Each combination ship- 
at ped complete in a single crate. 
ws Write for Latest ial 

SK YOUR JOBBER. 

™ KEYSTONE Catalog 
r Showing the melee CO. 
108e N, N. J. 
We Complete Line 
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Beye || FACTS 

ih pacha 


HOT WATER 
SUPPLY 
HEATER 


There are many superior 
features to a 










Pay For 
Themselves 


The time and labor saved 
on every job by MOORE 
Radiator Hangers make 
their use a real economy. 
Made of pressed _ steel 
throughout, they will safe- 
ly car the heaviest type 
of radiation, while their 
wide range of on mage BT 
5 inches vertically and 24 
inches horizontally —makes 
light work of the ~~ 
job. There are seven diffcr- 
ent models, suitable for 
every kind of radiation. 












ILK 








—essentials which favor Long Life, an Excess of 
Hot Water with a Low Fuel Consumption and 
Little Attention. It Feeds Automatically. 


eet ASK YOUR 

. JOBBER 
| ——— Let us refer you to nearby installations in Residences, Apart- 
; ‘ ments, Hotels, Hospitals, Barber Shops, Schools, Greenhouses, 


Garages, etc., requiring heating capacities of 200 to 1250 
CARTY & MOORE ENGINEERING CO.. Inc. square feet, or hot water service requiring from 40 to 1400 
611 W. Larned St., Detroit, Mich. gallons per hour. 


Prices and details on request. 


S. WILKS MANUFACTURING COMPANY 


3521 Shields Avenue 7 CHICAGO, ILL 
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Clayton 
Glassboro 
Irvington 
Merchantville 
Newark 
Passaic 
Rockaway 
New York— 
Adams 
Buffalo 
Middleburg 
New York City 
Richmond Hill 
Syracuse 
Ohio— 
Cleveland 
Norwalk 
Pennsylwania— 
Alverton 
Boothwyn 
Dickson City 
East Stroudsburg 
Homestead 
Josephine 
Kutztown 
Landisburg 
IAlly 
Mahoning 
Pittstown 
Reading 
Shillington 


DOMESTIC 


Stroudsburg 
West Philadelphia 
Willowstreet 
South Dakota— 
Irene 
Tennessee— 
Chattanooga 
Knoxville 
Nashville 
Texas— 
sanquete 
Caldwell 
Haskell 
Houston 
Kaufman 
Springtown 
West Virginia— 
Littleton 
Rockview 
Wilcoe 
W isconsin— 
Boyceville 
Loyal 
Markesan 
Mayville 
Menomonie 
Milwaukee 
Reeseville 
Sturgeon Bay 
Superior 
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TO SURVEY HEATING SITUATION IN SAN FRANCISCO, 
CALIF. 

Curtis Gilley, of the Gilley Schmidt Co., J. Harry Rus- 

sell, of the General Boilers Co., Ross Clark, of the Ameri- 
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to study heating codes of different cities, and make recom- 
mendations to the board of supervisors of that city. 


Women’s Auxiliaries 


Tilinois Women's Auxiliary Holds Convention 

The Women’s Auxiliary of Illinois Master Plumbers’ As- 
sociation met in Danville, Ill., at the time of the recent 
convention of the Illinois master plumbers. The mieet- 
ings were well attended, more than forty members being 
present. There are now three auxiliaries fully organized 
and functioning: -The East Side, Evanston and North 
Shore, and the North and Northwest Auxiliaries of Chi- 
cago. The South Side Chicago Auxiliary is being or- 
ganized, and will report at the next state convention. It 
was decided that each auxiliary should pay $5 annually 
toward the traveling expenses of the national auxiliary 
officers. During the past year, $50 was donated by the 
state auxiliary to the Illinois Down-State Tornado Fund. 
In addition to the business meetings, there were many 
social activities to add to the enjoyment of auxiliary mem- 
bers. The Danville Master Plumbers’ Association enter- 
tained the women at luncheons at the Y. W. C. A., the 
Elks’ Club and The Holland House. Mrs. Peter Feltman, 
of Chicago, was presented with a beautiful shawl, which 
the retiring president, Mrs. Geo. A. Kearney, of Evanston 
brought from Rome, Italy, last summer. 

Officers selected for the coming year are as follows: 
President, Mrs. Robert Liss, of Chicago; first vice-presi- 
dent, Mrs. Roy Young, Champaign; second vice-president, 





can Radiator Co., and James Pinkerton, of the J. H. Miss Emma Oekel, Peoria; third vice-president, Miss 
Pinkerton Co., have been appointed as a committee of the Mamie Hirth, Belleville; fourth vice-president, Mrs. M. L. 
California Sanitation Development League to survey the O’Malia, Evanston; treasurer, Mrs. Ben Vodde, East St. 
heating situation in San Francisco, Calif. It is proposed Louis; and secretary, Miss Jeannette Finn, Chicago. 


Your Copy 


of the New ("J’ [D 


Catalog Is Ready 


OU’LL want our new catalog—it contains complete 

information on the @ Jf" [D line. Ready indexed for 

handy reference—complete information on all small 
tools—taps, dies, twist drills, reamers, pipe tools of all 
kinds. 


You know the @ ‘ff? [D> line—every member of it made 
with equal care—equal attention to quality and rugged 
serviceability. 


You'll want the new @ Pf D catalog. Your copy is 
waiting for you. Mail the coupon today. 





USE THIS COUPON 


Greenfield Tap and Die 
Corporation, 
Greenfield, Mass. 


| 
| 
J 
Please send me a copy of your 
GTD catalog. GREENFIELD § TAP AND DIE 
| CORPORATION 


GREENFIELD, MASSACHUSETTS 
Canadian Plant: Greenfield Tap & Die Corporation of Canada, Ltd., Galt, Ont. 








Name...... 














n- 
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SYMPATHY WEEK 
This week, brethren, let us sympathize in song, story and | 


poein with those afflicted tradesmen and professional men 
and craftsmen who labor under the burden of hoary stories 
which have grown up about their work and been perpetuated 
by the efforts of scribes of the so-called humorous variety. | 


Some time back we touched upon this topic, and we add hereto 
more of the stories which are current. 


THE BUTCHER 
In this little blurb, friends, we weep 
With the butcher, by sorrow unmanned, 
They say when he weighs out our meat, 
He invariably weighs his hand, 


THE BANKER 

The banker takes our shekels and hoards them in a vault; 
his every move is cautious and he’s prudent to a fault He 
loves to foreclose mortgages, his soul is made of flint; and 
all his human feelings are gone if you should hint that you 
have come to borrow—he makes you sign away the old home- 
stead and everything, and then you pay and pay. And yet 
the funny fellows who love so much to mock will never keep 
their bankrolls inside the fam'ly sock. It’s strange they’re so 
insistent, and yet so inconsistent. 


THE LAWYERS TELL THIS ON THEMSELVES 

The law firm of Farnum, Farnum, Farnum & Farnum had 
been in business for over fifty years. Originally four Far- 
nums were partners, but finally only one was left. His son 
had reached the age of twenty-one and had his degree as a 
doctor of laws. He came into his father’s office to practice. 
On the first day the old man turned over to the son an im- 
mense file concerning the estate of @ family which had been 
in litigation since the death of the head of the family twenty 
years before. It was to be the youngster's special job to 
handle matters in connection with the estate. He felt mighty 
proud-——he was to handle a matter which had been on the fire 
for twenty years. About ten days later he came to his father 
and said: 

“Well, dad, I got the whole family together and we settled 
the estate in a two-hour conference.” 

The old man leaned back in his chair, got red in the face 
and finally, pounding on his desk with all his might, he 
shouted: 

“Why, you young fool! That estate has paid our office 
rent for the last twenty years! Get out—you’'re fired!” 


THE BOOK AGENT 
The book man ts an awful pest 
He'll haunt you day and night 
And once he is upon your trail 
He'll give you little rest. 
He gets to see you on the sly 
No matter how you dodge; 
And yet you should remember 
He’s only “Asking ’em to buy.” 


WHERE DO YOU EAT? 
It was right in the middle of the busy noon-hour. The 


restaurant was crowded with patrons; waiters and waitresses | 


were scurrying to and fro, bearing great armloads of plates, 
bawling out orders, and in a fever trying to meet the heavy 
demand for food. 

An important-looking man stepped up to the cashier’s cage. 
He was the bearer of good news for the owner of the res- 
taurant—an uncle had died and left him a fortune, or he had 
been voted the most handsome man of the city, I forget 
Which. Anyway, it was good news. 

“Where’s the proprietor?” asked the important-looking man. 

“He went out to get something to eat,” replied the cashier. 


6; We aren’t the only ones who have to endure senseless 
jibes. ma = FT, 
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||| Ten Facts of Interest to Heating | 











Contractors on 
|| The Little Giant Radiator Hanger | 


1. The hanger is manufactured and 
sold under basic patents and guaran- 
teed against infringements 

2. It is indestructible being made of 
malleable iron and boiler plate steel— 
no cast iron used. } 


adjustment features which are ab 
solutely required to overcome ex 
pansion and contraction 


| 3. It has both horizontal and vertical 





4. They are adaptable for all styles 
and columns of radiation 


5. They are a one bolt hanger which 
requires less labor to install as it is 
not necessary to set the anchor bolts 
| accurately. 


6. The vertical hanger rod is furnished by the contractor and is 
made of scrap or short ends of pipe which are otherwise worthless 
7. It is pee tically invisible after radiator is hung which is accom 
plished through the special design of foot piece and bracket | 


8. It will meet all the requirements of any architect and engineer 


9. Where great strength and durability are required the LittleGiant | 
Radiator Hanger stands out supreme | 


10. They are the only hangers which will stand up when constant 
vibration of a building is to be combatted with 


For Full Particulars Write to 


The Little Giant Mfg. Co. 


| 
1927-31 Nicollet Ave. Minneapolis, Minn. | 
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You Don’t 
Have To 
Pick’Em Over 


You can save a lot of time 
and fussin’ by making it a 
rule to carry an assortment of 


SMITH 
BROTHERS 
NIPPLES 


along on every job where nipples are needed. Each one 
is perfectly threaded, carefully reamed and chamfered, 
will make up easily and stay tight. Your jobber has 
SMITH BROTHERS NIPPLES in all sizes from 14-inch 
to 12 inches, black and galvanized. 





SMITH BROS. 
NIPPLE WORKS 
Hamburg :-: Pennsylvania 


H. J. Kleinman,-District Sales Mgr., 
810 Morris Bldg. Philadelphia, Pa. 


| 
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SY-SET 


Chinawyte Display Board 


For the Merchant Plumber 


The ever-increasing number of merchant plumbers 
who find our Chinawyte Display Board a 
source of continual sales and profits, is 
excellent testimony to its tremendous / /A) 
pulling power. 42 \ 
There are various sizes for various needs. ‘1.’ 
Write today for “Suggestions’’—a booklet 

You can lift 

off and wash 





on how the merchant plumber can increase 2} 


his profits. 
H. BALMER CO. 


259-267 Plane Street Newark, New Jersey 

















WORTHINGTON TYPE A 
OIL BURNER 


Listed as Standard by the Underwriters’ Laboratories 


A proven oil burner, with an 8-year service record, listed as stand- 
ard by the Underwriters’ Laboratories, selling at a price within 
the reach of all—that’s the Worthington Type A Oil Burner made 
in four sizes. 


Thousands of Worthingtons are in use heating homes of five rooms 
up to apartments of 75 and 100 rooms—giving clean, economical, 
convenient heat. 


The Worthington Type A Burners 
turn down low for spring and fall 
or give intense heat on wintry 
days. All heat directed to the side 
walls, heating the walls all the 
way up. 












Information furnished re- 
—s thermostatic con- 
trol. 


If no one is representing 
this proven, approved 
burner in your city, write 
today for attractive dealer 
proposal Applications 
considered only from com- 
panies or persons of good 
standing. If you qualify, 
write_or wire today. 








3920 East 19th St. 


Kansas City, Mo. 
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| borhood of his store. 


| good time to make up your mind to do it. 
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HERE is a man out on the north- 
west side of Chicago who is using 
blackboard epigrams with a greal deal of suc 
He is an optician, and as long as we have known him, 


P88. 


which is more than ten years, he has been a constant iser 
of epigrams. Not a day goes by but J. S. Robinson puts 
a fresh epigram in his window. He says that he has 
formed the habit of doing this when he first opens up 
in the morning. Although he advertises in the daily 
papers, Mr. Robinson credits the amazing growth of his 
business during the past few years largely’ to his daily 


use of epigrams. : 

Located as he is in a large city, the major part of Mr. 
Robinson's business comes from people living in the neigh- 
He feels that by advertising in the 
large Chicago dailies he is required to pay for publicity 
that reaches to the extreme southern boundaries of the 
city, and from which there are naturally no returns. It is 
Mr. Robinson’s contention that by concentrating on the 
residents of his own locality through neighborhood papers 
he can get much better results. Blackboard epigrams 
strengthen this advertising by giving him more of a per- 
sonal contact with the public than other merchants in 
the neighborhood are able to acquire. 

The beauty of the epigram form of advertising is the 
small expense attached. All that is needed to give it a 
trial is a blackboard and a piece of chalk, which can be 
purchased at a total cost of less than a dollar. In view 
of the unusual results others have experienced through 
their use doesn’t it seem as though it would be a good idea 
to try them out for a while yourself? Right now is a 
Every week in 
“Domestic Engineering”’ we give you seven epigrams. Here 
is next week’s supply: 


Rare paintings are well done. 
s = . 


Women appear natural only when they don’t try to 
a ~ 


Truth lies at the bottom of the well—and anglers never 
go there to fish. 


- t - 
It is easy to roll off a pay roll. * 
- + . 


Regret will never head off indiscretion. 
. s *- 


Husbands are like babies—easily spoiled. 
7 7 a 


Smiles are little noiseless laughs. 





ied 
the 


L. A. Riemer, of Milwaukee, Wis., has been awar 
the heating contract on the new church building for 
Bethesda congregation at Milwaukee, on a bid of $10,590. 
has awarded 
gh 


The board of education of Madison, Wis., 
the contract for the heating unit in the East Side ! 
school in that city, to C. A. Hooper & Co., of Madiso: 
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IF THE BOSS COULD 
ONLY SEE ME SWEAT 
HE SURE WOULD BUY 
STRINGER HUB 
DRAINAGE FITTINGS 
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A Plumber's Life Sure is Tough Without 
STRINGER HUB DRAINAGE FITTINGS 


HUB 


Make 


They Slip and Caulk 


You will never know how easy STRINGER HUB DRAINAGE FITTINGS are installed 
until you have tried them yourself. The SMART PLUMBER cannot afford to use 
anything else. No more twisting, squirming or jerking in hooking-up long-screw 
connections, unions or ‘“‘R’’ & ‘‘L’’ nipples. Simply DROP PIPE into SLEEVED 
HUB, Screw into Top Fitting, CAULK and the job is done. 


STRINGER HUB DRAINAGE FITTINGS Simplify Roughing In, PROMOTE . 
ECONOMY, and REDUCE ROUGHING-IN Costs. The Plumber’s Work is made : 
much easier by their use and the job will MAKE MORE PROFIT. The Plumber’s ' 
patience is not tried and everybody concerned becomes happy and contented. ' 


Write today for Cataloz ‘‘H” which illustrates fittings to mzet the needs of your locality. 


STRINGER BROS. CoO. 





1100 WEST 38TH STREET - - CHICAGO, ILLINOIS ' 

Manufacturers of Economical Cast Iron Roughing-in Systems for any Type Building ' 

Warehouses: Chicago, Ill., Gadsden, Ala. Factory: Gadsden, Ala. } 
BRANCH OFFICES: 


NEW YORK OSTON, MASS PHILADELPHIA, PA. PITTSBURGH, PA. _ ELYRIA, OHIO 
48 EAST 41ST ‘STREET 348 TREMONT BLDG. 5341 UPLAND STREET 908 HOUSE BUILDING 31644 SIXTH STREET : 
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The New 


AMBASSADOR 


Office and Theatre 
Building 
Under Construction at St. Louis, Mo. 
Owners 
Skouras Bros.’ Enterprises, Inc. 


Architects 


C. W. & Geo. L. Rapp 


Plumbing Contractors 
American Plumbing & Heating 
Company 


Plumbing Jobbers 
Standard Sanitary Mfg. Co. 


General Contractors 
Boaz-Kiel Construction Co. 


Equipped throughout with the 


atrous 
~~ 


Flush Valve and 
Duojet Wall Closet 





Watrous Flush Valve and Duojet Bowl 
Wall Type 


February 13, 
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The Farthest Scientific Advance 
In Sanitation and Economy 


The Watrous Closet 


Combination 


HE design of the Watrous Duojet Closet eliminates 

the narrow outlet needed in other types to maintain 
syphonic action, but which often causes clogging, over- 
flowing and heavy repair bills. To dispense with this 
constricted outlet, 2 powerful converging jets effect a 
thorough, instantaneous flush, expending far less water 
than is consumed with the usual single jet type. 


Special Merits of the Wall Type 


The wall type, here shown, avoids the loss of money and 
time occasioned by providing for closet connections in 
the floors of new buildings; a furred (dropped) ceiling 
is made unnecessary. This type also simplifies the work 
of keeping the bathroom floor clean and sanitary. 


Write for full details on the Watrous Flush Valve and 
Duojet Bowl. Loose leaf catalog pages on request. 


PLUMBING DIVISION 
Watrous Flush Valves—Duojet Closets—Self-Closing Basin Cocks—Combination 
Lavatory Fixtures— Pop-Up Wastes— Drinking Fountains— Liquid Soap Fixtures —etc. 


THE IMPERIAL BRASS MANUFACTURING COMPANY 


1231 West Harrison Street 


{Established 1885) 


CHICAGO 


Pacific Coast Representative, H. H. CHAFFEE 


Los Angeles Office, 1234 S. Broadway 





San Francisco Office, 741 Call Bldg. 
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PATENTS 


Heating Department 


1,569,177. Humidifier. Harold E. Eggers, Omaha, 
Neb A humidifier comprising a pan one wall of which 














1,569,177. 


is composed of porous or capillary material, said wall hav- 
ing cylindrical air passageways therein. 
* * * 

1.569,805. Oil Burner. Joseph A. Herbert, Freeport, | 
Tex. In an oil burner, an outer oil pipe, an inner air pipe, 
and an intermediate steam pipe, spaced apart to provide 
intermediate passages, a nozzle on said steam pipe having 


DOMESTIC ENGINEERING 








SS | 
1,569.805. ” 
a forwardly flaring discharge orifice, a valve seat within 
said nozzle, a steam valve on said oil pipe, and an oil 
valve on said air pipe, said air pipe extending beyond said 
oil pipe and valve, said pipes being adjustable longi- 
tudinally to regulate or entirely close both the said valves 
in said nozzle, and means on said valves to direct the fluid 
from said nozzle in a spiral spray. 
- * * 

1,569,845. Ventilating Apparatus. Edwin J. Murphy, 
Schenectady, N. Y., assignor to General Electric Company. | 
In combination in a searchlight, an arc chamber, a motor 
chamber and a motor therein, and a connecting chamber, 





1,569,845, 


a fan in the connecting chamber adapted to be driven by 
said motor, an outlet in the connecting chamber in prox- 
imity of the peripheral region of the fan, a baffle in 
proximity of the central region of the fan whereby when 
the fan is rotated the surrounding medium is drawn to- 
ward the fan and into the connecting chamber from the 
other two chambers and expelled through the outlet where- 
by circulation is established through both the arc and 
motor chambers, and openings in the motor and arc cham- 
bers so proportioned that a comparatively strong draft is 
created about the motor and a comparatively gentle draft 
is created about the arc region in the arc chamber. 
* ~ * 


Wilhelm G. Danielsen, Inde- | 





1,569,967. 
bendence, Mo. 


Oil Burner. 


An oil burner including a base having 
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ix an A 
C & S 633, Patented June 12, 1923 


Style No. 2—Open 


C. &S. Shower Stall Door 
with Grille Vent. 




















A Modern Convenience 


With a 
Handsome Profit 


C. & S. Shower Doors are standard equip- 
ment wherever a separate shower compart- 
ment is provided. Made of heavy Plate 
Glass and Nickel Silver, these doors add 
to both the appearance and the conveni- 
ence of the finest bathroom. For built-in 
tubs we recommend the C. & S. Shower 
Shield. Write for detailed specifications. 


Your 
Jobber 


Order 
From 


CRIST & SCHILKEN 
COMPANY 


543-5-7 Fourth Ave. 
Pittsburgh 
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THE 


SURE-HOT 


WATER HEATER 
Costs Practically Nothing for Fuel 


as long as the furnace is in operation—a talk- 
ing point which means easy sales and quick 
profits for you. Most boilers have connec- 
tions for attaching this handy heater. Others 
can be easily bored with a Whitlock-Misener 


Circular Hack Saw—a tool which it is well to | 


have always on hand. 


Let Us Send You Full Details 








THE M. S. LITTLE 
MFG. CO., Inc. 


HARTFORD, CONN., U. S. A. 
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| with a fluid fuel 
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an air chamber, means for directing air under pressure 
tangentially into said chamber, a central core within said 
chamber, a spreading disk supported by the core in the 
upper portion of the air chamber and having a ce: tral 
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supply opening and concentric oil retaining means, a de- 
flecting ring supported by the base and overhanging the 
marginal portion of the disk. 
* ~ ” 

Thermostatic Control Device for Fuel Burn- 
Martin, Detroit, Mich. The 
burner for a heating appliance, of a 
temperature controlled device for varying the flow of fuel 


1,569,994. 


ers. Dorr R. combination 


to the burner, said device being actuated through varia- 


tion in temperature of the heated area and consisting of 


na 


er 4 repens “ 






2 


| _ “\1,569,994 i 
i 


a valve adapted to be actuated to vary the volume of flow 
of fuel to the burner, an element movable to operate the 
valve, a series of solenoids in axial alignment, a 
therefor carrying the said movable element, a series of 


core 


| circuits for each solenoid, a contact point for each circuit, 


a thermostat, a contact member movable by the thermo- 
stat from one contact point to the other to successively 
complete the respective circuits, a decrease in temperature 
of the area heated causing the thermostat to increase the 
flow of fuel and an increase in temperature of the heated 


| area causing the thermostat to decrease the flow of fuel. 





oe . ” 

1,570,402. Combined Radiator Shield and Humidifier. 
Harry W. Reuter, Kankakee, IIl., assignor of one-half to 
John S. Burton, Chicago, Ill. A radiator attachment com- 
prising, in combination, two parallel bars adapted to rest 
on the top of a radiator, a pair of brackets connecting the 
ends of said bars, cross pieces secured to said bars, means 
for clamping said bars rigidly to a radiator, a plurality 
of upright members carried by said parallel bars, a water 


| pan removably supported above the radiator on said up- 


right members, and a removable hood or cover supported 
by said cross pieces and adapted to provide for free cir- 
culation above said pan. 
2 * s 
1,570,407. Wall-Radiator Support. Albin Seidel, Cleve 
land, Ohio, assignor to the Becker-Seidel Company, ‘leve- 
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com | 
wall to and beyond the face of said wall, a rigid upright 
spacing tube supported on the free end of said bracket, 


an upright abutment-member which is adapted to form 
an abutment for the back of a wall-radiator and arranged 
opposite the free extremity of and extends above and be- 
low said bracket and has an upper flange supported on 


the spacing tube and a lower flange extending under and 
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1.570.407 


— 





spaced from said bracket and adapted to abut against the 
aforesaid wall, an eye-bolt adapted to participate in hold- 
ing the radiator against said abutment-member and hav- 
ing its eye supported on the aforesaid upper flange, an 
endwise adjustable rod which extends substantially ver- 
tically between and through said flanges and through the 
spacing tube and through and above said eye and has a 
screw-threaded upper end portion, and a nut screwed onto 
said rod above said eye, said rod being provided, below 
the aforesaid lower flange, with a member arranged to 
form a seat for the radiator, and said eye and the spacing 
tube being aligned substantially vertically. 
* * * 

1,570,434. 
Shaker Heights 
Heights, Ohio, 
Company, 


Oil-Burner Construction. Lee S. Cradwick, 
Village, and Mare Resek, Cleveland 
assignors to The Cleveland Metal Products 
Cleveland, Ohio, a corporation of Ohio. In a 
burner of the character set forth, the combination of a 
structure enclosing a wick space and having a lateral 
offset portion extending upwardly along one side of the 
structure and opening throughout substantially its height 
into the wick space, a wick within the wick space, a mem- 


434, 





220.2 




















1,570,489. 


ber guided for vertical movement by and within the lateral 
offset portion of the structure, 
member and the wick, a member slidable upon the exterior 
of and thus guided by the lateral offset portion and having 


jand, Ohio, a corporation of Ohio. A wall-radiator support | 
‘ising a bracket adapted to extend from within a | 
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connections between said | 




























This Double Franchise 
for balanced, year-round profits 


HE double franchise for the Milwaukee Air Power 
Water System and the Combustion Fuel Oil Burner 
gives perfect balance to your business. Eliminates the 
“quiet months” that eat up the profit. The quiet sales 
months on one are the busy months on the other. 


The Milwaukee Air Power Water System is recognized 
as one of the great developments in independent water 
service. It is the system with the famous double 
cylinder air power pump. Supplies complete water 
service direct from well, spring, lake, cistern or all of 
them. Keeps water under high pressure. The system 
is simple, dependable, completely automatic. Requires 
a minimum of service. 15 years’ experience behind 
it. Over 25,000 systems in use giving perfect 
satisfaction. Nationally advertised. Nationally 
known. Easy to sell because it gives better service. 
Write today for complete facts about the Milwaukee 
Air Power Water System and the Combustion Fuel Oil 
Burner double franchise—the combination for big, year 
round sales and profits. 


MILWAUKEE AIR POWER PUMP CO. 
6 KEEFE AVE. MILWAUKEE, WIS. 
Also builders of the Combustion Fuel Oil Burner 


WATER SYSTEM 


DIRECT FROM THE WELLE 








The largest exclusive 
manufacturers of Air 
Power Pump Equipment 


A Striking and 
Original Design! 


The CASCADE Bath Fixture 
with Tub Supply China Nozzle 
and Integral Soap Dish 


CENTRAL 


BRASS MFG.CO. CLEVELAND 






114 DOMESTIC ENGINEERING 








and now— 


A True Circulating Cab- 
inet Furnace that Burns 


Both Gas and Coal 


A Exclusive 
Gascola 
Combustion 
Dome 

B -XXth Cen- 
tury Fire- 
bow! 

C- Ba!!-bear- 
ing Grate 

D — Controlled 


H—Insulated 
Bottom 

I~ Water Pan. 

J-K Door and 
Protecting 
Air Space 


E-F Inner 
and Outer 


Jackets L-— Angle Iron 
G ~ Radiator. on alt Joints 
Screw 
Draft Regi 

lators 





The 
Gascola 


The Gascola is a welcome development in 
cabinet furnaces. It represents anew princi- 
ple which is a distinct “step ahead” and thus 
makes for easy salability. A coal furnace 
equipped with an especially designed Frank- 
lin Gas Burner, the Gascola burns gas or 
coal or both, as the user wishes. This as- 
sures the housewife the convenience of a gas 
heater, without the high cost incidental to 
the use of gas as an exclusive fuel. Changes 
fuel instantaneously. 


No waste parts, all heating efficiency. A 
beautiful piece of furniture of which any 
housewife can be proud. Easy to clean and 
operate. A heater requiring a plumbing 
connection, and therefore an added source 
of profit to the plumbing trade, and an article 
to afford them a chance to bid on jobs which 
have hitherto been lost to them. 


Dealers: GASCOLA is designed to answer a 
growing demand. Attractively priced—with a 
handsome profit for you. Every GASCOLA is 
guaranteed to render full satisfaction. Write today 
for descriptive matter and exclusive territorial rights. 


O. K. STOVE & RANGE Co. 


Incorporated 
"Since 1885” LOUISVILLE, KY. Dept. “B” 


FRANKLIN GAS BURNER CO., CINCINNATI, OHIO. 
Eastern Distributors 
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| its upper end attached to the corresponding end o° the 


aforesaid member, and means exterior of the burner uc- 
ture for adjusting the wick through the interventic. of 
said members. 
. . 2 

1,570,489. Heater. Frank M. Hill, Riverside, N. J. In 
a heater, the combination of a fire-box, a dome formi:g a 
confining space for the products of combustion, m ans 
for guiding the products of combustion from the ace 
within said dome to a point below said fire-box for pas:age 
upwardly through the fire-box, and a domelike guiing 
flue within said first named dome, and enclosing the outlet 
from the fire-box for directing the products of combu:tion 
against the uppermost portion of said dome. 


Plumbing Department 


1,569,746. Soldering Apparatus. John H. Hankey 
Hagerstown, Md., assignor to The W. H. Reisner Mfg 
Company, Hagerstown, Md. Soldering apparatus com- 
prising in combination a soldering fountain and a fiux 
fountain, said solder fountain consisting of a pair of 
balancing columns disposed at right angles one with 
respect to the other, one of said columns being substan- 
tially longer than the other of said columns and means for 
conductively heating solder contained in said columns 





1,509,645. 






1,569,645. Faucet. Gustav Thaler, Oakland, Calif. A 
faucet comprising a body provided with a longitudinal 
hole therethrough and having one end thereof terminating 
in a cylindrical inverted chamber concentric with the hole, 
threads formed on the exterior of the chamber wall, 
a second wall surrounding and spaced from the chamber 
wall to provide a channeled guideway and said second 
_ wall having threads formed on the exterior thereof, a ball 
valve adapted to be received in the chamber to form a 
closure for the said hole, a nozzle member having one 
end enlarged and formed to be received in the channeled 
guideway and engage the threads on the wall of the cham- 


| ber, spider arms cast in said nozzle and terminating in a 


cupped chair for the ball valve, a threaded gland adapted 
for engagement with said second wall and having a bore 
to receive the said enlarged end of the nozzle member, 
the said gland adapted to retain and compress packing 
against the cylindrical surface of the enlarged end of the 


| nozzle, and a handle carried by the nozzle member to turn 
| the same whereby the enlarged end of the nozzle will travel 


vertically in the channeled guideway and likewise the ball 
valve in the chamber to open and close the hole. 
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1,569,796. 


1,569,796. Electric Soldering Tool. Edward L. Wat- 


son, Bode, Iowa. A tool of the character described com- 
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prisine a tubular body, a tubular neck of different ma- | 
terial «crew-threaded into one end portion of the body 
and having a collar abutting said end portion of the body, 
a sleeve screw-threaded on said collar and end portion of 
the bo ly, a head having a sleeve fitted removably on said 
neck, in electrode adjacent to said head within the last 
named sleeve, and an electrode mounted adjustably with- 
in the body and projecting into said neck to form an arc 
with the first named electrode. 

+ . - 

1,569,978. Sink. Charles E. Howard, Los Angeles, 
calif. A sink having the side walls thereof converging 
from the bottom to the top to dispose its bottom side | 
edges beyond the top side edges and that side wall which 


is adapted to be disposed directly beneath a faucet being 
inclined from the top of the sink in a direction outwardly 
and rearwardly from the sink, so that a vessel having 
liverging from top to bottom may have its mouth 


sides 





disposed directly beneath the faucet. 

" 
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r——) 1,569,978. 
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1,570,126. 

1,570,126. Stop Cock. John H. Bruhn and Akacius 
E. Matz, Dubuque, Iowa. In a device of the character 
described, a valve casing, a plug rotatively mounted 
therein and adapted to cover and uncover the ports 


thereof, said plug having its upper end provided with a 
reduced extension, whereby a_ peripherally extending 
shoulder is formed, said extension being slotted to form 
two abutments, said plug being provided with a centrally 
arranged opening, a key section arranged above said plug 
and within said casing, said section being provided with 
a downwardly extending complementary abutment having 
ifs ends spaced from the periphery of the section thereby 
forming a shoulder adjacent said periphery, said comple- 
mentary abutment being provided with a centrally ar- 
ranged depending guide pin adapted to engage the opening 
in the plug at all times, and a coil spring adapted to be 
seated on said shoulders and surround said abutments, 
and adapted to normally hold the key section and plug 
apart, said spring being held against lateral displacement 
by the walls of the casing and by the abutments. 
* * s 

Pipe Trap. Edward J. Wiley, Hollidays 
In a pipe trap, the combination of a fitting 


1,570,112. 
Cove, W. Va. 


open at its ends and provided at one side thereof with an |! 














outlet, a plug closing one end of the fitting and reversible 
from said end of the fitting to the other end thereof, and 
a Straining member carried by the plug to extend across | 





| 
| 
| 
| 
| 
| 
| 
| 
| 
| 
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The Bowlus 
Mfg Co. 


Ohio 


Springfield - 
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Hoosier Power Pumps 


This self-contained Hoosier Power Pump 
has a capacity of 500 gallons an hour. Self- 
lubricating. All-galvanized water passages. 
Steel sub-base. 


You will find Hoosier Power Pumps 
profitable to sell for all domestic’ water 
service needs. To learn more about this 
line write today for catalogue No. 115. 


FLINT & WALLING MFG. CO. 


65 Oak Street 3 Kendallville, Indiana 


Get That School Job 


by specifying No. 67 Bowlus “Jewel” Raised Rear 
Vent Seat Action Closets—designed especially for 
school requirements. Valve, tank and connections 
assembled in an air-tight utility room from which 
bowls receive a constant supply of fresh air through 
the vent conduit, ensuring perfect sanitation in both 
bowl and toilet room. 


Bowlus No. 67 Raised Rear Vent Closet includes 
automatic Jewel Valve, vitreous china enameled grey 
iron vent conduit, extra heavy vitreous china jetted 
bowl with extended front lip. 


Also open front 
and back eb- 
ony or natural 
oak seats with 
nickel plated 
and polished 
seat attach- 
ments and 
concealed gal- 
vanized com- 
pression tank. 





Write for Catalog 
and Complete 
Description. 
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New Kensington Sanitary Pottery 
NEW KENSINGTON, PA. 


Vitreous china two fired washdown bow] well 
made by experienced, competent workmen 


Large bowl 

Shaped to Large water 
eliminate area 

soiling hump Extra strong 





siphonic action 
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A LEADER THAT IS MAKING GOOD IN OUR LINE OF FINE 
VITREOUS CHINA PLUMBING SPECIALTIES 




















Speed Up Your 
Tests With 


DIETRICH PLUGS 


A turn of the wing nut and the plug 
is tight, without expanding the closet 
connection. Could anything be more 
simple? After the test the opening can 
be sealed with the cover which comes 
with the plug. Your jobber can 
supply you. Ask him. 


DIETRICH HARDWARE CO. 





SALAMANCA, 
NEW YORK 
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“MIL - FLEX” 


@ Mil Flex 


THEWAVY SET BLADE. of 
Tungsten Steel 


will cut flush pipe, conduit and thin metals in a way that 
you willinstantly appreciate. It is the hack saw blade that you 
have always wanted. Let us send you a sample and prove it. 


THE HENRY G. THOMPSON & SONS CO. 


Established 1876 NEW HAVEN, CONN., U. S. A. 
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OU SL eH eM HSL Len els 


ARE you securing 


the benefits of the 

Bath-a-Day Move- 

ment in your city? 
Ask Us for Full Particulars 


DOMESTIC ENGINEERING 


1900 PRAIRIE AVENUE :: 33 CHICAGO 
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February 17, 1926 
| said outlet and having an open unobstructed en, the 
| straining member being of such dimensions th the 
| unobstructed end abuts the adjacent end of a pipe ep- 
| gaged in the end of the fitting opposite the plug whep 
| the plug is inserted. 

o * o 
1,579,155. Pipe Connection. Victor Karbowski, Chi- 
| eago, Ill., assignor of one-half to Charles Lask wski, 
| Baltimore, Md. A pipe connection comprising a pair of 


pipe sections each having a standard threaded end, a 
| sleeve arranged to be screwed on the end of one section 
and having a portion of its exterior surface threaded, a 
union having a portion threaded internally to engage the 











end of the other section, and being provided with another 
portion threaded to engage the exterior threads of said 
sleeve, said sleeve having an integral inwardly extending 
| annular flange adapted to close the space between the 
| pipe ends, said inwardly extending annular flange being 
pressed upon by the ends of the pipe sections when the 
parts are connected, and constituting a packing ring for 
| preventing leakage. 
| * . * 
1,570,164. Temporary Cover for Bathtubs. Leo Mayer, 
| Chicago, Ill. In a cover for bathtubs and the like, 
| U-shaped ribs projecting from the cover for guiding and 














1,570,164: 
retaining said cover with respect to the opening of the 
| bathtub to be covered, and a movable member of said rib 
projections for adapting the cover to be guided and re- 
tained with respect to bathtubs of varying sized openings. 
7 * 7 

1,570,568. Valve and Cock. Richard Howell, London, 
England. In a bibcock, a hollow body, an inflow passage, 
an outflow passage, an internal annular shoulder to said 





1,570,568, 


body, a flanged tapering cone or hat joint, a hollow plug, 
a perforated skirt to said plug, means for mounting said 
plug within said body. 








he 
rib 
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Classified Advertisements 


§ cents for each word including heading and address. Count seven words for keyed address. Minimum $2.00 for each 


insertion. One inch $4.00. 


Cash must accompany order. Copy should reach us eight days in advance. 





Situations Open 


Estimator wanted for plumbing and 
heating establishment familiar with 
large operations, one who can lay 
out and supervise jobs, state expe- 
rience, age, reference and salary ex- 
pected. Address Key 524, ‘Domestic 
Engincering,”’ 1900 Prairie Ave., 
Chicago. 


WANTED — MANUFACTURER OF 

well known line of plumbing fixtures 
wants to get in touch with a repre- 
sentative who has had experience in 
selling direct to the plumbing contrac- 


tor and calling on architects, in the 
states of Iowa and Missouri. A splen- 
did opportunity for the right man. 
Address Key 6534, “Domestic Engineer- 
ing,” 1900 Prairie Ave., Chicago. 


WANTED—SALESMEN BY MANUFAC- 

turer of complete line of plumbers’ 
high grade brass for established New 
York territory. Address Key 536, “Do- 


mestic Engineering,” 1900 Prairie Ave., 

Chicago. 

WANTED — PLUMBING SPECIALTY 
salesman to sell trade in Chicago 

and vicinity. Address Key 537, “Do- 

mestic Engineering,” 1900 Prairie Ave., 

Chicago. 

WANTED — SALESMEN: EXPE- 
rienced plumbers’ brass goods. The 

Morgan Bronze Co., Cleveland, Ohio. 
WANTED—SALESMAN TO HANDLE 


the exclusive sales of a plumbers’ 
tool in Chicago—also one for Detroit. 
Address Key 532, “Domestic Engineer- 
ing,” 1900 Prairie Ave., Chicago, 


WANTED — MANUFACTURERS’ 
agents, in all principal cities to rep- 
resent indirect water heater manufac- 


turer. Product sold to jobbers only. 
Address Key 533, “Domestic Engineer- 
ing,’ 1960 Prairie Ave., Chicago. 


Lines Wanted 


WE ARE MANUFACTURERS’ AGENTS 
for plumbing, heating and mill sup- 
plies, and are open for proposition 


from manufacturers for additional 
connections. Address BUTTS PETWAY 
CO., 224 Windsor Building, 507 N. E. 
First Ave., Miami, Fla. 





PATENT SENSE—VALUABLE BOOK 

(free) for inventors seeking largest 
deserved profits. Write Lacey & Lacey, 
ae F 8t., Washington, D.C, Established 





NTRACT SH BSTIMATE 
eo Job Tickets, 7 filustrated Lote 
pt aie oo etc., for Ty) tae e or 
m elive 
Samples with th dellvered pri cress free. 
Fink & Sons Co., dg. Laurel 
Springs, N. J. , Bohol 1896.) 





OPPORTUNITY FOR THE 

right man. Plumbing and heating 
corporation, established 13 years in 
best residential section of West Coast 
city of 350,000, offers $5,000 interest to 
a man with vision who is not afraid 
to go after business. Corner location. 
No other plumber can locate on other 
three corners for 18 years. Unusual 
field for steady profits. We mean busi- 
ness. Don’t reply unless you _ do. 
Address Key 535, “Domestic Engineer- 
ing,” 1900 Prairie Ave., Chicago. 


A REAL 


PLUMBERS’ BIN LABELS 





Hadco Illustrated Bin Markers for 
Water, Gas and Steam Fittings, with 
pictures of the fittings, the sizes and 
proper names save time putting fittings 
away or getting out stock for orders, 
and teach your apprentice boys the 
proper names of the fittings they use. 
Send for samples and prices and free 
booklet: “How to Simplify the Work in 
the Plumbing Shop.” Haddon Bin Label 
Co., Haddon Heights, N. J. 


, : specialize in 
Pipe Machines We specialize ir 


pipe machines having in stock at all 
times all sizes from 2 inch to 12 inch. 


Think of pipe machines think of 
O’ Brien, Philadelphia 


THE O’BRIEN MACHINERY CO. 
113 N. Third Street Philadelphia, Pa. 


Long Distan: Phesvy yr Market 0727 
” © Cable Address: OBRIEN Philadelphia 





PERKINS 


CONCRETE 


INSERTS 


Adjustable—Strong 
Immovable—Economical 
Four sizes 34’ —14’—54" 4" 
Write for circulars and prices 


HOMER C. PERKINS CO. 
30 OLIVER STREET :: BOSTON 


| 





WIPING 
CLOTHS 


Formed —Flexibie— Finished 


Made in five sizes for all standard joints. From 


text mall or sent C.0.0. A post card for full 
.o.D post card for ful! 
tented September 16th, 1924. 


GEO. E. WILLIAMS 


Sele Manafacturer 
3 E. 26th ST., MINNEAPOLIS, MINN. 
Ticking and Moleskin 


WE BUY ALL SIZES OF 


PIPE COUPLINGS 


We Pay More 


besides paying the freight 
——— ASK US! 


CONSOLIDATED PIPE & STEEL CO. 


2712-24 S. 2nd St.— Plant No, 1— Se. Louis, Mo, 





We Buy All Sizes of 
Wrought Pipe Couplings 


also short ends of new pipe in sizes up to 
and including 2”, 12” long and over. Prompt 
payment guaranteed. Address 


CRESS SUPPLY CORP. 
683 Drexel Bldg, PHILADELPHIA, PA. 


Books for Your Trade Library 


OVERHEAD EXPENSE AND PER- 

CENTAGE METHODS. By Henry F. 
Baillet. Master plumbers and steam- 
fitters are realizing more and more the 
importance of including their overhead 
expense as a part of each contract. It 
is the only sure way of showing the 
correct margin of profit on business 
handled for the year. In compiling this 
book, Mr. Baillet has used data taken 
from actual business experience. Shows 
how to figure properly the cost of 
doing business and the correct per- 
centage of profit on any contract. A 


book worth many times its cost. Size, 
4%x7 In 128 pages. 24 tables. Cloth. 
Price, $1.60. 

Books Seat Parcel Post Prepaid 
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1900 Prairie Avenue, Chicago 











GOOD SERVICE PAYS 


Use the Classified Department of “Domestic Engineering’ to get What You Want 
You will find ita SERVICE THAT SERVES 


It is the hardest thing in the world to find and 
the cheapest thing in the world when found 
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You can bring success nearer by years— 


advertise! 


You have your dream of success—and what you will 
do when that day arrives 


« * * 


But why wait? You can bring success nearer by years 
—eliminate years of work and worry 


You can quicken the growth of your business and Jenjoy 
the fruits of success before your best years are gone 


» * . 


You can give your family the advantages which you, 
perhaps, missed in your youth. 


. * a 


DVERTISE! Consider for a moment the 

difference between two businesses after 2 
years—one of which advertises and one of whic 
does not. There can be no comparison—one 
will climb, but slowly. The one advertised 
will climb swiftly and steadily. Use the 
Advertising Editorials each week and speed up 
the growth of your business. 


12 Illustrations—three months’ service for—only $4.20. 
48 Illustrations—one year’s service—for only $15.00, a saving of 10%. 


The copy costs you nothing—you take it every week from 


DOMESTIC ENGINEERING. 


Tear out and mail this coupon—now! 














DOMESTIC ENGINEERING, 1900 Prairie Ave., Chicago 
three months’ 
one year’s 
I’m going to dominate in the plumbing and heating field in my community. 


Please enter my order for service of Advertising Editorials. 


CITy AND STATE 

















